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DWNWARDS, AN AIR DIFFUSER: 
RMSTRONG VENTILATING 
IRE GUARD CEILING IN THE 
ATIONAL CASH REGISTER BUILDING 


All five stories and penthouse of the two-million-dollar National Cash Register Building at 
Hartford, Conn., will be air conditioned — with Armstrong Ventilating Fire Guard Ceilings 
distributing the air. This new system uses a pressurized plenum instead of supply ductwork 
and a through-perforated ceiling instead of unit diffusers. The engineers varied the propor- 
tion of Ventilating to non-ventilating Fire Guard (patterns are virtually identical), thereby 
controlling the amount of conditioned air delivered to each room. This is the kind of versa- 
tility allowed by Armstrong's exclusive Plenum Engineering Procedures; scientific calculations, 
made before the ceiling goes up, permit the use of a common plenum to supply several con- 


ditioned spaces, each with different air-flow requirements. Both regular and Ventilating Fire 
Guard units easily satisfy the 1%-һоиг fire-protection rating required for this building. And 
Ventilating Fire Guard Ceilings (instead of the combination of a duct-and-diffuser system 
and intermediate fire protection) saved at least $40,000. 


National Cash Register Building, Hartford, Conn. architects: P. J. di Corcia Associates, Manchester, Conn. AIR SYSTEM CONSULTANT- 
contractor: The Horton Company, Hartford, Conn. CONSTRUCTION CONSULTANT-GENERAL CONTRACTOR: Horn Construction, Inc., Hartford, 
Conn. ACOUSTICAL contractor: Conn Acoustics, Newington, Conn. 


TECHNICAL INFORMATION: Armstrong Ventilating Ceilings have been thoroughly lab- and job-tested to 
assure proper performance; are available in five materials (both tile and lay-in units), including Fire Guard, 
with three different patterns; and are compatible with all conventional supply-air systems. They offer con- 
siderable savings by cutting supply ductwork and eliminating conventional diffusers. Ventilating Fire Guard 
offers up to four-hour rated fire protection, saves up to 30¢ per sq. ft. by eliminating intermediate fire pro- 
tection, up to two months' construction time through dry installation; often earns lower insurance rates. 
Special plenum engineering data is available, giving all factors and formulae for the correct design of this 
ventilating system, ensuring that it delivers the required cfm of conditioned air in the manner and quantity 
designated by the ventilating engineer; contact your Armstrong Acoustical Contractor or Armstrong District 
Office. For general information, write Armstrong, 4208 Watson Street, Lancaster, Pennsylvania. 


(Armstrong ACOUSTICAL CEILINGS 


First in fire-retardant acoustical ceilings 


RENDERINGS BY ARA DERDERIAN 


AUGUST 1962 P/A 1 


ш 


OO 


К 


хрен аты тал ШИК, С 
vov cin Sa Pa ac ut a a pc Rr ох 


WHEN YOU DESIGN UNUSUAL ELEVATORS 


The experience of Rotary Oildraulic. Elevator 
engineers can be valuable to you 


Two features make the elevator in this building unusual: hoistway and 
cab are round, and both are walled with transparent plastic. Elevator pas- 
sengers are treated to an unusual view, and the design effect from inside the 
building or out is exciting. 

The opportunity to make elevators beautiful as well as functional—to make 
them an element that contributes to building design rather than obtrudes 
on it—is getting deserved attention. Rotary Oildraulic Elevators have been 
chosen for many distinctive installations and our files of such jobs may be 
helpful in your planning. 

These creative designs are further proof of the versatility of the Rotary 
Oildraulic Elevator. Because it is pushed up from below by an oil-hydraulic 
plunger, no machinery penthouse is needed and the elevator is self-supporting. 
Dependability and economy of operation are unmatched throughout the entire 
range of vertical transportation from the smallest passenger elevator to freight- 
carrying giants with capacities of 100,000 165. or more. 

Field engineers and franchised distributors throughout the United States 
and Canada are available to help you plan elevators that interpret your de- 
signs faithfully and serve the traffic needs of any building to six stories. Look 
under “Elevators” in your phone book, see Sweet’s Files or mail coupon. 


Title Insurance and Trust Company, Redwood City, Cal. 
Architect: James P. Lockett, Visalia, Cal. 

Contractor: Haas & Haynie Corporation, San Francisco 
Rotary Oildraulic Passenger Elevator 

installed by Moody & Rowe, Oakland 


ROTARY 
OILDRAULIC. 
ELEVATORS 


passenger 
, and freight 


DOVER CORPORATION, ELEVATOR DIVISION 
MEMPHIS, TENN.—CHATHAM, ONTARIO 


For more information, circle No. 331 


Dover Corporation, Elevator Division 
1110 Kentucky, Memphis 2, Tenn. 


Please send information on Rotary Oildraulic 
Elevators to: 


Name 


Company. 


Address 
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Anaconda Preformed Copper Tube Grids installed in sidewalk .. . апа 6 months later a 10” snowfall is quickly melted. 
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Anaconda Copper Tube for Snow Melting 


IN COILS 
IN STRAIGHT LENGTHS 
IN PREFORMED GRIDS 


More and more building owners are using copper tube 
piping systems to get rid of snow, quickly and economically. 
And more often than not the specified tube is Anaconda. 

The reason: Anaconda makes it easy to take advantage of 
this demand. Anaconda makes copper tube for snow melting 
installations in convenient 60’ and 100’ coils, 20’ straight 
lengths, and also in practical, preformed grids. The latter, 
an exclusive Anaconda development known as PG’s, offers 
designing and layout advantages plus the savings achieved 
by using a “‘ready-to-install,’’ machine-made product. 

For complete information on Anaconda copper tube and 
PG's for snow-melting systems, write Anaconda American 
Brass Company, Waterbury 20, Connecticut. In Canada: 
Anaconda American Brass Ltd., New Toronto, Ontario. 

Leading wholesalers stock Anaconda Copper Tube, Fit- 
tings and Valves. 61-2003 


ANACONDA 


AMERICAN BRASS COMPANY 
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The World’s Largest Architectural Circulation 


NEWS REPORT (For Full Contents, See Page 49) 

Saarinen’s air terminal for Athens . . . Raymond & Rado design a Midwest 
resort . . . Coventry is dedicated . . . Peugeot competition: regulation winner, imagina- 
tive runners-up . . . Multipurpose medical project for Lake Success. 


EDITORIAL FEATURES (For Full Contents, See Page 97) 

Exclusive report on Harvard Conference on Urban Design—subject: “Inter-City Con- 
nections"—includes excerpts of talks by Frederick Gutheim and Catherine B. Wurster. 
The four panel reports.on methods of planning such areas are summarized and illus- 
trated; three professional and three student projects are presented . . . The second 
house as a challenging area for design experiment: six houses are discussed . . . The 
validity of using aesthetics in judging the competence of a candidate for architectural 
registration . . . Presentation of made-land expansion for Northwestern University by 
SOM includes architectural and engineering studies, plan of new campus, and dis- 
cussion of campus planning in general by Walter Netsch . . . IDD presents two 
chapels for meditation . . . M&M articles include report on new method of joining 
lightweight-concrete units with plastic discs; discussion of register placement; the 
characteristics and uses of vinyl/metal laminates. 


SPECIFICATIONS CLINIC: A Proposal for Workmanship Specifications 
By Harold J. Rosen 


MECHANICAL ENGINEERING CRITIQUE: North Yard's New Heat Control 
By William J. McGuinness 


IT'S THE LAW: The Architect's Fee: Part 1 
By Bernard Tomson and Norman Coplan 


VIEWS 

BOOK REVIEWS: Twenty Years After the Fact 
JOBS AND MEN 

DIRECTORY OF PRODUCT ADVERTISERS 


PROGRESSIVE ARCHITECTURE published monthly by REINHOLD PUBLISHING Corporation, 430 Park 
Avenue, New York 22, N.Y. Ralph W. Reinhold, Chairman of the Board; Philip H. Hubbard, 
President and Treasurer; Kathleen Starke, Secretary and Assistant Treasurer; Donald Hoagland, 
Merald F. Lue, Fred P. Peters, D. Bradford Wilkin, William P. Winsor, Vice-Presidents, Executive 
and Editorial offices, 430 Park Avenue, New York 22, N.Y. Subscriptions payable in advance. 
Publisher reserves the right to refuse non-qualified subscriptions. Subscription prices to those who, 
by title, are architects, engineers, specifications writers, estimators, designers or draftsmen, and to 
Government departments, trade associations, members of the armed forces, architectural schools and 
students—$5.00 for one year, $8.00 for two years, $10.00 for three years. All others—$10.00 a year. 
Above prices are applicable in U. S., U. S. Possessions, and Canada. All practicing architects and 
engineers outside U. S., U. S. Possessions, and Canada—$10.00 for one year, $16.00 for two years, 
$20.00 for three years. All others—$20.00 a year. Single copy— $1.00; special issues—$2.00 per 
copy. Printed by Publishers Printing Company, New York, N.Y. Copyright 1962. Reinhold 
Publishing Corporation, Trade Mark Reg. All rights reserved. Indexed in Art Index, Architectural 
Index. Second-class postage paid at New York, N.Y. VOLUME XLIIT, No. 8 
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sealing systems based 
THIOKOL polysulfide 


: polymer produce 


| THE MOST SATISFYING 


SEALING JOB 
MONEY CAN BUY! 
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Satisfying for the architect. Polysulfide base seal- 
ant has been field proven since 1952. History 
of its successful weatherproofing ability corre- 
sponds to the success of the modern curtain 
wall. It includes application in both dynamic 
and static joints and service in all kinds of 
structures and all weather conditions. Qual- 
ity of the material can be measured against 
American Standard юш 
Specification A116.1. |__| жиш 
3l 


You can specify poly- | 
sulfide base sealant “|| \ 
with an extra meas- а-ы. 
ure of certainty. 
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Satisfying for the applicator. Both one and two 
component sealing systems based on polysul- 
fide polymer are professionally easy to handle. 
The two part system, mixed at the job site, sets 
up within 24 hours to the permanent leakproof 
seal needed rapidly in working joints. The 
one part system is ready for use as packed, but 
cures more slowly to an equally firm resilient 
watertight rubber seal. Both systems bond 
to all structural materials with weld-like 
strength, withstand the most severe thermal 
and physical stress. Either system, prop- 
erly applied and cured, ENE 
eliminates service "uim " 

ы 
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call-back, meets per- | 
formancestandardsof г 
Specification 41161. № 


Satisfying for the building owner. Once cured, the 
polysulfides have greater adhesive and cohe- 
sive strength than any other type of sealant. 
They assure you of long, maintenance-free 
service, and complete protection from water 
damage traceable to leaking structural joints. 
You сап рау more but... you can’t buy better 
than polysulfide polymer based sealants. 


Thiokol 


CHEMICAL CORPORATION 
p THIOKOL CHEMICAL CORPORATION PA 1 
780 N. Clinton Avenue, Trenton 7, М. J. 


Gentlemen: Please send complete data regarding 
polysulfide base sealant, including ‘‘Where to Вау” 
information. 


L] One part systems О Two part systems 


Firm 


Address — 
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Holland and Riviere, 


Бу, М. С.; Architect: 


м, 


Shelby High School Library, Shel 


DECADE... 


the complete new line of library 
furniture! A panel of librarians and architects 
helped Southern Desk designers create Decade. It com- 
bines the maximum in functional efficiency, yet offers 
enduring visual beauty. Though contemporary in feel- 
ing, Decade reflects such superb simplicity that it will 
blend with virtually any architectural style. And for 
Decade, only the most serviceable materials are 


acceptable . . . rich wood paneling, stain-proof plastic 
tops, scuff-resistant anodized aluminum legs. To help 
you plan the most effective use of space and equip- 
ment for your library, the experienced planning staff 
at Southern Desk is available to provide layouts, 
engineering and advisory service without cost or 
obligation to you. To get a clearer picture . . . write 
for catalog today. 


Southern Desk Company 


A Division of Drexel Enterprises, Inc. 
Hickory, North Carolina 


Manufacturers of library furniture, classroom, scientific, dormi- 
tory and church furniture, and auditorium and stadium seating. 
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«don't skimp on steel— 
5 made 


[9] 4c mor: 
troffer—including ‘frei 


acrylic paint 
4 stays sparkling white 
; longer—easier to clean 
Fr —finish 175% harder— 
E resists to chipping, 
E scratching, fumes and 


discoloration. Full 114 
mil thickness. Our 
cost: From 28c to 96c 
more рег 2x4 based on 
same paint thickness. 


structural integrity 
our fixtures are designed 
and assembled for strength. 
Heaviest cold-rolled and 
die-forming equipment. 
Riveting for strength. Made 
stronger to last longer. 


' fixture evaluation: 


zinc plating 

every piece of steel is 
zinc-coated on both sides. 
Guth fixtures should 

never rust. Our cost: 

71c more рег 2 x 4 troffer. 


for good 
LIGHTING FIXTURES 


we aim to produce better lighting 
fixtures - not cheaper ones 


we engineerfixtures- not bargains : 


we are а quality manufacturer— not 2 
a discount house 


we save at the right places- for 
your benefit « not at the wrong places 
— for your grief 


we are lighting engineers —not 
scrap-pile suppliers 


we build to a standard — not to 
a price 


we believe in this formula for 


Price divided by Service Years 


Г thorough tests 
‘ound worthy of our 


© costly precision 


manufacturers. Every 


tried and tested before 


equipment prepares: 
the surface f 


engineering 
We are lighting 
engineers—not just 


new fixture model 
is carefully planned, 


production starts. 


we bend over backwards 
to satisfy every customer and ~ 
expedite every order. We ‘offer. 
complete lines—not. just а few 
mass-produced units. There’s a Guth 

© fixture for every requirement. 
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For more information, 


pars ers. We periodically heat 

5 and sound test our ballasts, Q 

- check paint quality, test individual 3 

ТЕ luminaires for light output - 
Б and mechanical soundness. gg -` 


ы > 


GUTH means: more fixture — better light — 
more footcandles — longer life ... Convince yourself. 


write to us or ask our customers 


THE EDWIN F. GUTH CO. 


2615 Washington Ave. Box 7079 St.Louis 77, Missouri 


turn to Reader Service card, circle No. 339 9 
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Architect: 
Kenneth Franzheim 


Contractor: 
W. S. Bellows 
Construction Corp. 


Bank of the Southwest, 
4-hour Zonolite gypsum 
suspended fireproofing 
below floors and beam, 
and 4-hour Zonolite gyp- 
sum column fireproof- 
ing. Approximate floor 
area 825,000 sq. ft. 


T t 
ее 


Architect: 
Wirtz, Calhoun, 
Tungate & Jackson 


Contractor: 
Manhattan 
Construction Company 


Memorial and Profes- 
sional Building.: 4-hour 
Zonolite gypsum sus- 
pended fireproofing be- 
low floor and beams, 4- 
hour Zonolite gypsum 
column fireproofing, and 
4-hour Zonolite concrete 
exterior spandrel wall. 
Approximate floor area 
250,000 sq. ft. 
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Architect: : 

Skidmore, Owings & Merrill 

Contractor: 

W. S. Bellows 
Construction Corp. 


New Tennessee Gas Of- 
fice Building. It has 
3-hour Mono-Kote floor 
fireproofing with 4-hour 
beam Mono-Kote fire- 
proofing. Floor area 
1,300,000 sq. ft. 


Architect; 
A, C. Finn 


Contractor: 
W. S. Bellows 
Construction Corp. 


Old First City National 
Bank. 4-hour Zonolite 
gypsum suspended floor 
and beam fireproofing 
and 4-hour Zonolite gyp- 
sum column fireproof- 
ing. Approximate floor 
area 500,000 sq. ft. 


Architect: 
Skidmore, Owings & Merrill 


Contractor: 
W. S. Bellows 
Construction Corp. 
New First City National 
Bank. 4-hour Zonolite 
direct to steel acoustic 
fireproofing, 4-hour 
Zonolite gypsum col- 
umns, 4-hour Zonolite 
gypsum beams. Approxi- 
mate floor area 751,000 
sq. ft. 


Newest product appearing in Houston 
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Architect: 
Quinn & Christiansen, 
Chicago 
Kenneth E. Bentsen, 
Houston 
Contractor: 
Manhattan 
Construction Company 
New Lincoin-Sheraton 
Hotel and Office Bldg. 
Office area fireproofed 
with Zonolite acoustic 


Architect: 
Kenneth Franzheim 


Contractor: 
Manhattan 
Construction Company 


Texas National Bank 
Bldg. 4-hour Zonolite 
gypsum suspended floor 
and beam fireproofing, 
4-hour Zonolite gypsum 
column fireproofing. Ap- 
proximate area 450,000 


Architect: 
Welton Becket & Assoc. 


Contractor: 
W. S. Bellows 
Construction Corp. 


New Humble Oil & Refin- 
ing Office Bldg. 3-hour 
Zonolite Mono-Kote di- 
rect to steel fireproofing. 
Half of building beams 
fireproofed with Zonolite 
gypsum on lath and half 


Architect: 
Welton Becket & Assoc. 


Contractor: 
W. S. Bellows 
Construction Corp. 

First unit in the new 5- 
building complex for 
Culler Center, Inc. is the 
500 Jefferson Building. 
3-hour Mono-Kote direct 
to steel fireproofing on 
floor and 4-hour Mono- 
Kote direct to steel fire- 


direct to steel floor, with Sq. ft. 
Zonolite gypsum beam 

fireproofing. Hotel area 

4-hour suspended Zono- 

lite ceiling below floor 

and beams. All columns 

in structure fireproofed 
with Zonolite gypsum 4- 
hour construction. Ap- 
proximate floor area 
500,000 sq. ft. 


ofthe beams fireproofed 
with Mono-Kote direct to 
steel beams, 4-hour 
beam fireproofing. Col- 
umns 4-hour Zonolite 
gypsum, approximately 
25,000 lin, ft. of Zonolite 
partitions. Floor area 
1,100,000 sq. ft. 
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proofing оп beams. Ар- 
proximate floor area 
400,000 sq. ft. 


"Zonolite Row:" Mono-Kote fireproofing 


A few of the older buildings of 
Houston’s skyline do not have 
Zonolite products builtinto them. 
However, it is doubtful whether 
many of the future structures 
will exclude new Mono-Kote, the 
direct-to-steel, spray-on fire- 
proofing for floors and beams. 

Mono-Kote just makes good 
sense. 

To begin with, the material 
cost is low. And you need less of 
it than comparable materials to 
get the same fire ratings. For 
example, to get a 3 hour fire 
rating on beams with other ma- 
terials, they must be built up 


AUGUST 1962 P/A 


from 14g" to 134" thick. But 
Zonolite Mono-Kote need be only 
1" thick to get the same rating. 

Application is faster, too. 
Mono-Kote builds up thick on 
the first pass, without drop outs 
or slides. In minutes it's dry 
enough for the second pass. And 
when the job is finished, you'll 
find that Mono-Kote has dried 
hard, not punky. 

Specifying Mono-Kote just 
makes sense. 

For complete information write 
us for Bulletin PA-53. Zonolite? 
Company, 135 S. LaSalle Street, 
Chicago 3, Illinois. 


ZONOLITE 


For more information, turn to Reader Service card, circle No. 393 11 


Striated 


Panels 


in 


Fashion-Fissured Lay 


PROTECTONE® MINERAL FIBER TILE & LAY-IN PANELS 
FOR UL FIRE-RATED ASSEMBLIES 


PRODUCTS EDGE DETAILS ELM S FLOAN wg Г 
.- Wood deck over | 
| Natural Fissured Square edge, 12" x 12" x 34" wood joists 
* 1 Plaidt kerfed for concealed | i155 x 127 x 347 Concrete deck 
- suspension system to 
Striated 247 x 24" x Зд” 


тошо ы Met 
and kerfed for 
Natural Fissured | concealed suspension | "12^ X 12" x 34" 


system steel beams 


12" x 12" x 58” Wood deck over 
NMEMMEZZILCEN 
concealed suspension | 4.157 x 127 x 54” 
Tiffanyt system x x Concrete deck 
2x 2 — over steel bar 
Random joists 


over steel bar 
joists 


Concrete slab 
over cellular 
steel deck, 


Concrete slab over 


Perforated Tongue & grooved 
d cellular steel 


and kerfed for 
concealed suspension | “12” x 12" x $e" 


system 


deck, steel beams 


Tittany Panels Trimmed edge for | *24" x 24" x 56" 


.Fi exposed suspension and 
мекке system ж24! x 48" х 5" 


Concrete deck 
over steel bar 
joists 


*'|ncludes penetrations (recessed light fixtures and air diffusers) 
| : TU.S. Pat. No. D 191,744 iU.S. Pat. №. D 191,203 
All patterns also available in non-rated incombustible products. : 


The Acousti-Celotex family of PROTECTONE® fire-retardant mineral fiber tile and lay-in panels 
offers you the widest choice of patterns and textures for UL time-rated ceiling assemblies. Celotex 
Protectone products meet every design challenge, the most demanding building codes. No spray or 
membrane fire protection required. Dry installation speeds construction. Building owners save money 
... benefit from earlier occupancy, reduced insurance premiums. Your Acousti-Celotex Distributor, 
listed in the Yellow Pages, is a member of the world's most experienced acoustical organization. 


He offers valuable Ceiling Consultation Service, without obligation. 


ACOUSTI- 


EI О і Е THE CELOTEX CORPORATION, 120 S. LA SALLE ST., CHICAGO 3, ILLINOIS 
IN CANADA: DOMINION SOUND EQUIPMENTS, LIMITED, MONTREAL, QUEBEC 


TRADEMARK REG. U.S. PAT. OFF 


PRODUCTS 


For more information, turn to Reader Service card, circle No. 398 
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Interior stair well, office and residence 
Architect; Daniel M. Streissguth 


The rich, strong accents of Red Cedar Shingles 


Inside or out, this classic material lends itself to the bold beauty and character while doing it.) For complete infor- 
and daring application. And, as an exterior material, Red mation about applications or specifications: write, wire 
Cedar Shingles give superior wind and weather-resistance, or call: Red Cedar Shingle Bureau, 5510 White Building, 
insulation and durability. (A roof of Red Cedar Shingles, Seattle 1, Washington. (In Canada: 550 Burrard Street, 
for example, easily outlasts a 20-year mortgage, and gains Vancouver 1, B.C) RED CEDAR SHINGLES 


For more information, turn to Reader Service card, circle No. 369 
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Even under the worst humid conditions, SUNBRELLA 
awning fabrics, woven of 100% Acrilan* acrylic fiber, 
never, never develop black spots. They’re guaranteed 
immune to mildew or fungus growth of any kind. 

Actual laboratory tests, including U. S. Government 
Specification burial tests, proved bacteria cannot form 
or live on amazing SUNBRELLA .. . therefore, posi- 
tively no weakening or unsightly discoloration. 

SUNBRELLA fabries are the finest, most depend- 
able under the sun. Write for your personal copy of 
the SUNBRELLA information brochure. 


GLEN RAVEN COTTON MILLS, INC., Glen Raven, N. C. 


For more information, turn to Reader Service card, circle No. 337 
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CHEMSTRAND 


*Reg.TM of Chemstrand 
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ood W d 
With Glazing Clips 
With Applied Stops 
GLAZING Groove Glazed 
Steel or Aluminum (Fixed or Operating) 
With Glazing Clips 
With Applied Stops 
Interior Glass Partitions 
oint Filler (Backup Materia 
ood to Masonry 
Metal to Masonr 
CAULKING [Metal to Metal 
oints in Granite 
oints in Marble 


uilding Expansion & Contraction Joint: 
Vertical 


SEALING wimming Pool, Expansion Joints 
recast Concrete, Construction Joints 
urtain Wall 


Fixed Sash 
Mullion Joints 
onding Concrete to Concrete 
CONCRETE [Repairing Precast Concrete 
REPAIRING Cementing Traffic Markers to P.C.C. 


or Asphaltic Surfaces 


poxy Concrete 
CONCRETE [ein ra 
on-Skid Surfacing 


Wood to Masonry | 
Metal to Masonry | 
Joints in Marble | 
Setting Metal & Marble Thresholds 

| Vertical | 
| Horizontal | 
| Pas 4 
|. Fixed Sash 
[Mullion Joints | 
Epoxy Concrete 


V APOR BARR 
INSULA- nsulating Pipe & Tubing 
HW | 


PRODUCT МО 


POLYSULFIDE BASE COMPOUNDS (Thiokol*) LE E I | 
PRIMERS 
PUMPABLE 
SEALERS 
Poywtn — 7 ү | | 1إ‎ 1 
Poysouye — | БЕНЕН ү 
SEALING — [Modified Buy! — f | у 
TAPES туго 
GLAZING COMPOUNDS (Modified Vegetable Oil Base 
GUN GRADE COMPOUNDS (Modified Veg. Oil Base) 
PROTECTIVE COATINGS 
EPOXY COMPOUNDS 
JOINT. [eutyi Rubber (Closed Cel — f | 
FILLERS 
WATERSTOP (Rubber) 
VAPOR BARRIER BOARD (Asphaltic Board) 
SPONGE RUBBER INSULATION (Closed Cell) 


* Registered Trade Mark, Thiokol Chemical Corp. 


БЕЛІ АЛ? 
SHOPPING CENTER 


i ] 1170 орманнан 


|4217 |4254 |4271 |4272 |42743 |42152 |434 |4341 |4345 57614 Series | 583 |5833 | 5843 |720 7503 [Series | Series | [Stop 


S | White | Butt Мара ас [Black Various Various Black 


3412.9 SEALER 


#155.8 
ELASTIC COMPOUND 


#1176 
STRUCSURESEAL 


ELASTIC 
4 COMPOUND 
TAPE 


i 


| | | — | | | — — | | 
ү T | | | {| | м | Г | | 11176 |1190 qua 
4217 14254 | 4271 14274 | 427 43142752 | 434. | 434.1 | 434 5 [576 IW] Series | 583 | 583.3 | 584 | 58431 720 17503 | Series | Series fStop 


[Айй] | Lieht luus | [Alum wl Of e Dark | Dark | Alum f Alum. | 
| Grey | Buff | | Grey Buff | Grey [White | Buff Grey [white | Off. Various | Grey | Grey | Grey | Grey | Black | Black {Various|Various} [Black 


#579 ТАРЕ 


#1176 
STRUCSURESEAL 


#1176 STRUCSURESEAL 


Which sealant to use where is easily determined by 


this PRESSTITE Selector Chart. The chart also demon- REPRESENTATIVES 
strates why Presstite is looked to by architects for the Atlanta CEdar 7-5727 
| | a : Baltimore PLaza 2-5995 
widest choice of sealants for specific design needs. Buffalo TL 846970 
M Chicago INterocean 8-9538 
Presstite's 38 years of research and product develop- Dallas TAylor 7-4674. 
ment has been in sealants exclusively. This specialization Dayton . BAldwin 2-7033 
| . Detroit UNiversity 4-5760 #750.3 BUTYL ROPAX 
makes Presstite a preferred source for advisory counsel Kansas City, Mo. Willow 2:178 
in relating sealant needs to construction applications. Los Angeles ORegon 8-7743 
Louisville JUstin 3-5518 
A nationwide, technical organization is maintained by Minneapolis 335-4444 
у А : : К А Jersey City 795-5053 
Presstite for this purpose. You are invited to use it with- St. Louis MOhawk 4-6000 
out cost or obligation. 
See our detailed catalog with suggested specifications in Sweet’s x 
Architectural File, 3c/ Pre, or write for а copy. PRESSTITE 4427.43 CAULKING 
For more information, turn to Reader Service card, circle No. 396 
4 og ыны ge: MARTIN 


PRESSTITE DIVISION | = Ө 


GENERAL OFFICE: 39TH AND CHOUTEAU, ST. LOUIS 10, MISSOURI. 


PLANTS: ST. LOUIS, MISSOURI CHICAGO HEIGHTS, ILLINOIS 
JACKSON, MICHIGAN EL SEGUNDO, CALIFORNIA 


GEORGETOWN, ONTARIO 


pue BUILDING 
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Чаан 
Чаан 


октон y), "trti Ш | — World's Largest 
e" ml | Commercial Office Building 
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oriens КАП hire AEROFIN INSTALLED e Modern smooth-fin de- 

йш sign of Aerofin coils permits атр1е һеаї- 
exchange capacity in limited space —permits 
the use of high air velocities without turbu- 
lence or excessive resistance. 


Hense sexu Ra E ERR 


ШОШО m. M T. Aerofin performance data are laboratory 
rd v = ү iin Ж and field proved. You can safely specify 
иц SS ч ще" ! Aerofin coils at full published ratings. 
ШІП dene m | © 
кукан en 
Owner 


Grand Central Building, Inc. 
Erwin S. Wolfson, President 
Jack Cotton, Chairman 


Architect 
Emery Roth & Sons 


Consulting Architects 
Walter Gropius (T.A.C.) * Pietro Belluschi 


Mechanical and Electrical Engineers 
Jaros, Baum and Bolles 


General Contractors 
Diesel Construction Company 


Mechanical Contractors 
Raisler Corporation 


Type C Cooling Coils 


5 


AE ROFI N CORPORATION 


101 Greenway Ave., Syracuse 3, N.Y. 


Aerofin is sold only by manufacturers of fan system apparatus. 
List on request. 


ENGINEERING OFFICES IN PRINCIPAL CITIES 


Type B 
Non-Freeze 
Heating Coils 
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ROOFER: The Mathy Company, Washington, D.C. 


MAGIC UNDER THE ROOF 


ڪڪ يڪ 
AND IN IT‏ 


In his Arena Stage, as one critic com- 


mented, Harry Weese “has produced a 
handsome structure, both simple and 
spare, creating an ambiance which sug- 
gests ... that magic is made, after all, in 
a working place." We wholeheartedly 
agree, and are indeed proud that this dis- 
tinguished architect should have chosen 
terne roofing for so notably distinguished 
a building, merely adding (however diffi- 
dently) our not unselfish belief that there 
is also some slight element of magic in a 
material which ean provide so much— 
form, color, function—at such relatively 
modest cost. Whether architect or pro- 

spective builder, we will be very happy to 
Ш send you detailed information on Terne. 


те FOLLANSBEE STEEL CORPORATION 
Follansbee, West Virginia 


ARCHITECT: Harry Weese, Ғ.А.І.А., Chicago, Illinois 


Arena Stage, Washington, D.C. 


Follansbee is the world's pioneer producer of seamless terne roofing 


For more information, turn to Reader Service card, circle No. 335 
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Comfort at 


every level 
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Heated or cooled air from the plenum passes 
through suspended AcousroNE Tile, via open- 
ings designed to assure proper penetration 
of air and optimum comfort level. 


| -. ИАА 


Іт TAKES MORE than control of temperature and humidity to assure 
proper comfort in a room. Control of air motion is equally essential. 
By providing for control of air motion, the ArRsoN Ceiling System 
gives you control of comfort at every level—in every room. 
With AIRSON, you can ad- 


of the conditioned air that АТКӨОМ Air Distribution System 


enters the room through each 
tile. You can design for required air penetration and prevent air 
$ UNIT 
US Û 


stagnation and stratification; balance the air motion between rooms 
and within rooms. 

AIRSON gives you complete control of air flow. It gives you 
advantages in cleanliness as well as comfort—plus the quiet and beauty 
of AcoUSTONE* Acoustical Tile. And this system has been proved 


by 12 years of use in hundreds of installations. ЕГІНГЕ 

Learn more about Arrson Air Distribution from your U.S.G. STATES [р М 
Architect Service Representative, or write Dept. РА-26, эстеим 
300 W. Adams St., Chicago 6, Ill. the greatest name in building 


*T. M. Reg. U.S. Pat. Off. 1Т. M. Reg. U.S. Pat. Off. by Airson Co., Inc. 


Concrete design and performance report: 


SEAI WILE 
WORLDS 
m EES 


SCIENCE 
PAVILION 
POZZOLITH controlled performance concrete 
speeds construction of all-precast Federal Science 


Pavilion 


Six remarkable buildings on a six-acre site make up the 
$3% million Federal Science Pavilion, one of the main 
“theme” features of the Seattle World’s Fair. Built 
completely of precast, prestressed concrete components 
weighing a total of 11,000 tons, it is believed to be the 
largest building group ever to utilize this type of 
construction. It will provide permanent quarters for 
possibly the most comprehensive science exhibit ever 
assembled. 


Gothic in white— The dazzling white concrete build- 
ings are grouped around a central plaza and rest area 
containing a pool and fountains. A striking effect is 
achieved at the entry to the plaza by five open-ribbed 
vaults rising to 100 feet in height. Gothic in style, the 
soaring, slender concrete arches symbolize science’s 
continuing search for knowledge. 


Exterior surfaces are of white concrete, treated to obtain 
an exposed quartzite aggregate finish that gives a gleam- 
ing white mosaic effect. 


Precast concrete throughout — All of the buildings 
and the 100-foot arches are built of precast, prestressed 
concrete units. The T-type wall panels are 52’ long and 
up to 4" thick. On two sides of all buildings are S-type 


load bearing stud wall panels, designed to repeat the 
Gothic motif of the open-ribbed arches. These S-type 
panels are 32' and 52' long, 3" thick, with a main section 
18" deep and 10" wide. The largest components sup- 
plied were the single-T roof beams, 60’ to 112’ long, 5’ 
wide, 244” to 414" thick, and weighing up to 28 tons. 


Special concrete considerations— Because of the lim- 
ited construction time allowed, high early strengths 
were imperative to the prestressed concrete producer. 


All of the S and T wall panels that were to have the 
white finish were cast face down with white concrete to 
desired depth, then gray concrete was used to complete 
the panel. The white concrete mix proportions were 1 
part Trinity white cement to 3% parts of М” top-size 
quartz aggregate, and a special PozzorrrH formulation 
which further enhanced the appearance. For backup, a 
gray concrete mix containing 7 sacks of Type III Incor 
cement, 4” aggregate and PozzoLiTH was used. With 
140° steam curing, release strengths of 5000 psi were 
obtained in 12 to 14 hours. Average strength at 7 days was 
over 7000 psi. 


It was extremely important that the two separate con- 
cretes develop their ultimate strengths close together, 
varying not more than 15% in psi. Another considera- 
tion here was to provide sufficient retardation in the 
white concrete to allow integration and bonding of the 
two layers. Use of POZZOLITH in the mix enabled the pro- 
ducer to control these factors and meet the performance 
specifications. 


The local Master Builders Field Man, working 
closely with Associated Sand & Gravel Company, pro- 
ducers of the precast, prestressed components, helped 
them develop the ideal mix formulations for fast pro- 
duction, specified strengths and superb finished 
appearance. 


For your next project, call in the Master Builders Field 
Man near you. Without obligation, he will demonstrate 
how concrete made with PozzorLrrH produces a superior 
building material—superior in performance, in quality, 
and in economy to plain concrete or concrete produced 
with any other admixture. 


THE MASTER BUILDERS COMPANY 


A CONSTRUCTION MATERIALS DIVISION OF MARTIN MARIETTA 


CLEVELAND 18, OHIO . WORLD-WIDE 
MANUFACTURING AND SERVICE FACILITIES 


POZZOLITH. 


POZZOLITH® is The Master Builders Со: ingredient for concrete which provides 
maximum water reduction, controls rate of hardening and increases durability. 


Beha? 


ae 


ARCHITECT'S MODEL OF FEDERAL SCIENCE PAVILION, Seattle World's Fair, Seattle, Washington—11,000 tons of PozzoLitH concrete used in com- 
pletely precast, prestressed structure under supervision of U. S. Government General Services Administration for U. S. Dept. of Commerce. • Architects: 
Minoru Yamasaki & Associates, Detroit, and Naramore, Bain, Brady & Johanson, Seattle « Engineering: Worthington, Skilling, Helle & Jackson, Seattle « General 
Contractor: Purvis Construction Company, Spokane • Precast Concrete Components: Associated Sand & Gravel Company, Inc., Everett, Wash. e Prestressed 
Concrete Mix Designs and Control: Herman Adalist & Associates, Seattle. 
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Precast concrete Gothic arches and wall panels were formed 
and prestressed at plant 25 miles from fair grounds, trucked to 
construction site..Open S-type wall panels combined with 
T-type panels result in unusual and pleasing decorative effect. 
Use of ali precast components speeded erection considerably. 


this roof deck 
saves on 
supporting 


members 


STEEL makes the difference 


METAL 
ROOF DECK 


—mrdti— 


TECHNICAL 
INSTITUTE 


You can’t buy a lighter-weight struc- 
tural decking system than steel roof 
deck. Because dead loads are less 
than for other construction, you can 
reduce the size and weight of sup- 
porting members — often increase 
the clear span between them. 

This means that supporting beams, 
columns, and footings cost less. So, 
in the long run, the cost of using 


METAL ROOF DECK TECHNICAL 


steel roof deck is usually far less 
than for comparable types of con- 
struction. 

Over-all economy is just one ad- 
vantage of steel roof deck. Others 
are detailed in specific product cat- 
alogs available upon request to any 
member company of the Metal Roof 
Deck Technical Institute. Write for 
further information today. 


INSTITUTE 


Airtherm Manufacturing Co., St. Louis 10, Мо. • Bowman Steel Corporation, Pittsburgh 30, Pa.e Ceco Steel Products Corporation, Chicago 50, Ill. 
Fenestra Incorporated, Detroit 14, Mich. e Granco Steel Products Company, Granite City, IIl. «Inland Steel Products Company, Milwaukee 1, Wis. 
Macomber Incorporated, Canton 1, Ohio • The Н. C. Mahon Company, Detroit 34, Mich. * Plasteel Products Corporation, Washington, Pa. 
Republic Steel Corporation, Truscon Division, Youngstown 1, Ohio • Н. Н. Robertson Company, Pittsburgh 22, Pa. e Southwest Steel Products, 
Houston 7, Texas * Wheeling Corrugating Company, Wheeling, W. Va. 3 
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DRAPERY HARDWARE... DESIGNED 
ESPECIALLY FOR PROFESSIONALS 


Kirsch ARGHITRAG provides six designs of extruded anodized 
aluminum traverse track and parts for integration i 
commercial, institutional and residential buildings 


Now it is easy—and logical—to include drapery hardware in 


CORD TRAVERSE 


planning ’most any structure having windows. The clean, HAND TRAVERSE | 


simple profile and satin-finished beauty of ARCHITRAC are 
highly compatible with modern aluminum windows and 
sliding glass doors. The product was painstakingly de- 
veloped over a three-year period; it combines physi- 

cal characteristics that ensure long-term satisfaction 
over a broad range of applications including hu- 
mid and salt-air conditions. Scores of prestige 
installations attest its acceptance. Expert 
assistance in specifying is available. 
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HAND TRAVERSE 


HAND TRAVERSE 


Фо” Darios for, and in collaboration with, registered archi- 
tects, to ensure broad-range applicability, professional acceptance. 


^v кш range of types—for draw-cord or cordless operation— 
to be surface-mounted or recessed in ceiling. 


AM Nylon-encased ball bearing pulley and carrier elements 
ensure years of smooth operation, even in humid locations. 


^v Made in America—to highest standards—by Kirsch Com- 
pany, the long-established world leader in the manufacture of 
high grade drapery hardware. 


Nationwide consultation service and product availability 


Special illustrated catalog in e 

Sweet's; see it, or write for a 
copy. Ask for architects’ price- Ki rsch 
estimating information, too. 


KIRSCH COMPANY, STURGIS, MICHIGAN 


For more information, turn to Reader Service card, circle No. 349 


Architects: Сох + Liske Associates. Mechanical Engineer: Lester A. O'Meara, Sacramento, Calif. Visit the spectacular Century 21 Gas Exhibit at the Seattle World's Fair 


РТТ) 


Gas heats 
classroom 
for*40 a year 


Gas-fired Norman heating and ventilating systems save money on installation and 
operation. Case in point: the Warren A. Allison School, Rio Linda Union School District, North 
Highlands, California. Installation costs were less than one dollar per square foot. Classrooms cost 
arockbottom $40 a yearto heat. Other pluses: Teachers have complete control of classroom heat and 
ventilation with this independent, decentralized system. Апа Norman systems give all the extras of À 
modern gas heat.Fast,clean,safe, dependable! How can you save with Norman gas-fired systems?. | 
Call your local Gas Company, or write Norman, Division of John J. Nesbitt, Inc., 1151 Chesapeake : 
Ave., Columbus 12, Ohio. American Gas Association. For heating...Gas is good business 
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Open up for beauty. Concrete grille block 
makes open fences that give passers-by 
fascinating glimpses of the modern building 
on the other side. At the same time they 
screen out sun and wind. Pierced designs 
available range from simple squares and 
oblongs to lacelike circles, diamonds, trian- 
gles and webs. Other uses in building design 
include accent, curtain, exterior and interior 
walls. For information on grille block, see 
your local block producer. m To lay up any 
concrete block, ATLAS MASONRY CEMENT 
provides the right mortar. It produces a 
smooth, workable mix... saves labor and 
waste ... gives weather-tight joints that are 
uniform in color. Complies with ASTM and 
Federal Specifications. For information on 
masonry cement, write Universal Atlas, 100 
Park Avenue, New York 17, N. Y. 


м-в “055” and "'Atlas'" are registered trademarks 


Architects: B. Marcus Priteca, А.А.!.А. and 
James J. Chiarelli, A.T.A. 


SETTING: 


Among the many “musts” for visi- 
tors to the world’s fair will be a 
trip to the new Seattle opera house. 
A perfect example of modern archi- 
tectural excellence, the opera house 
comfortably seats an audience of 
3049—in chairs by  Heywood- 
Wakefield. 

In perfect pace with the over-all 
efficiency, modernity, and practi- 
cality of the building itself, the 
К Heywood-Wakefield chairs produce 
the ultimate in high-style, high-comfort, and 
low-maintenance mass seating; provide good 
use of floor space without sacrificing privacy. 


Seating installation by B. F. Shearer Company; 
Los Angeles, Portland, San Francisco, Seattle. 


‘= 


The chairs feature deep-cushion, multiple- 
coil springs in seats. Steel backs protect the 
seats in either raised or lowered positions. All- 
steel rolled edges guard the top and sides of 
the back upholstery fabric, extending its life. 

This is just one of many installations on a 
growing list of the country’s most notable 
buildings with mass-seating by Heywood- 
Wakefield. Other installations include: 
Chicago’s McCormick Place, Detroit’s new 
Fisher Theater and Cobo Hall, and Kaiser 
Center in Oakland, Calif. ЗЕ 

For complete information, see Section Не 
in Sweet’s Catalog; or write now for our com- 
plete portfolio. 
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1 SEATING: 


SEATTLE OPERA HOUSE | HEYWOOD-WAKEFIELD 
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Menominee, Michigan 
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Dorr-Oliver COMPLETREATOR® 
sewage treatment plants 


serve 100 to 


Perfect for small communities, schools, hospi- 
tals, restaurants, motels, factories, airports. 


Here’s a small-scale sewage disposal plant offering 
economy and reliability that becomes more apparent 
with each passing year. The CompleTreator can re- 
move between 85% and 95% of all suspended, colloidal 
and dissolved matter contained in raw sewage. Its 
chlorinated effluent waters are clear and harmless 
and can be discharged safely into nearby streams. 
Solids are digested by biological action and turned 


into an innocuous, stable material. 


The reason — recirculation 
The key to the system’s efficiency is the extremely 
high degree of recirculation between the biological 
filter and the clarification stage. Recycling the liquid 
over and over again through the Biofilter® removes 
practically all waste matter before final discharge. 
This Biofiltration Process has been proven in thou- 


sands of sewage treatment plants all over the world. 


1800 people 


Advantages 

Initial installation costs of the CompleTreator are 
reasonable, and it needs very little maintenance. 
Power requirements, on which operating costs mainly 
depend, are low. (The system needs only a pump and 
drive motor — no compressors.) It handles peak loads 
and variable flows without constant adjustment. It 
can remove special pollutants such as grease from 
restaurants and ground-up garbage. 


WRITE TODAY FOR DETAILS 


DORF- 
OLIVER 


WORLD-WIDE RESEARCH * ENGINEERING * EQUIPMENT 
Dorr-Oliver Incorporated PA-8 
77 Havemeyer Lane, Stamford, Conn. 
C] Send D-O brochure “Compact Sewage Treatment Plants." 


[0 Please have your representative contact me. 


Name 


Company 


Address 


| ————Á———M HÀ 


For more information, turn to Reader Service card, circle No. 330 
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"Trenridge Apartments, Lincoln, Nebraska. 
Architects: Sidney W. Campbell and Reginald 
E. Davies. 


Creative use of 
Andersen Windows 
accents entry 
design of 126-unit 
apartment complex 


Stock window units, pro- 
portioned in a two-story 
panel, combine beauty, 
comfort and dependability 


In the new Trenridge Apartments, 
Lincoln, Nebraska, combination Andersen 
casement and picture windows are used to 
complement distinctive styling while add- 
ing extra value for owner and occupants. 


For the owner, these extra-weather- 
tight windows (more than 3 times industry 
standards) will mean significant savings 
in heating and cooling costs... and last- 
ing tenant satisfaction. And occupants 
will like the way Andersen wood windows 
provide weathertight comfort the year 
around. (The entire project is equipped 
with Welded Insulating Glass.) 


Andersen’s complete line of windows 
offers maximum design flexibility for your 
next light construction project. There are 
7 kinds of windows, 30 different types, 
and more than 600 cataloged sizes. 


Check Sweet’s File or write for Detail 
catalog and Tracing detail files. Andersen 
Windows are available from lumber and 
millwork dealers throughout the United 
States and Canada. 


Andersen Windowalls 


RADEMARK OF ANDERSEN CORPORATION 


ANDERSEN CORPORATION 
BAYPORT, MINNESOTA 


TO BECK FACE 6-5. 
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1. EVERGREEN PLAZA SHOPPING CENTER. | 
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PRESTRESSED CONCRET 


For plant-produced, quality controlled 
prestressed concrete, consult 

the PCI Active Member nearest you: 
ALABAMA Southern Prestressed Concrete, Inc., Montgomery 
ARIZONA Arizona Sand & Rock Co., Prestress Division, Phoenix 
* United Materials Inc., Phoenix 

CALIFORNIA Basalt Rock Co., Napa • Ben C. Gerwick, |пс., San 
Francisco © Concrete Conduit Company, Div. Martin-Marietta Corp., Colton 
* Delta Prestressed Concrete, Inc., Florin ® Rockwin Prestressed Con- 
crete, Los Angeles © San Diego Prestressed Concrete, San Diego е Wailes 
Precast Concrete Corp., Sun Valley 

COLORADO Bullen Concrete Products, Pueblo е Prestressed 
Concrete of Colorado, Denver * Rocky Mountain Prestress, Englewood 
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CTURAL ENGINEERS : 


У 


1. Skidmore, Owings & Merrill 
4. Leon Brin, AIA 


CONNECTICUT С. №. Blakeslee & Sons, New Haven 
FLORIDA Capitol Prestress Co., Jacksonville е Concrete Structures, 
Inc., North Miami ® Dura-Stress, Inc., Leesburg, Holly Hill е Duval Wright 
Engineering Co., Jacksonville • Finfrock Industries, Inc., Orlando е Florida 
Prestressed Concrete Co., Inc., Tampa е Juno Prestressors, Inc., West 
Palm Beach © Lewis Manufacturing Co., Inc., Miami * Meekins-Bamman 
Precast Corp., Hallandale e Prestressed Concrete, Inc., Lakeland е Southern 
Prestressed Concrete, Pensacola е West Coast Shell Corp., Sarasota 
* В. Н. Wright, Inc., Fort Lauderdale 

GEORGIA Atlanta Structural Concrete Co., Atlanta ® Augusta Con- 
crete Products Co., Inc., Augusta * Macon Prestressed Concrete Co., 
Macon * Martin-Marietta Corp., College Park 

HAWAII Concrete Engineering Co., Honolulu 

IDAHO Ready-to-Pour Concrete Co., Idaho Falls. 


—— E 


2. Potter, Tyler, Martin & Ros 
5. Hobart D. Wagner, AIA — Ketchem & Konkel 


3. BRANDEIS UNI 
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ILLINOIS Martin-Marietta Corp., La Grange * Crest Concrete 
Systems, Chicago е Material Service, Chicago е Midwest Prestressed 
Concrete Co., Springfield, Rochelle ® Precast Building Sections, Chicago 
INDIANA Martin-Marietta Corp., Lafayette * Shute Concrete 
Products, Richmond 

ТОМА А & М Prestress, Clear Lake е Cedar Rapids Block Co., Cedar 
Rapids * Austin Crabbs Inc., Davenport Prestressed Concrete of lowa, 
lowa Falls ® C. W. Shirey Co., Waterloo 

KANSAS Prestressed Concrete, Inc., Newton е Russell Ralph Co., 
Topeka е Sunflower Prestress, Inc., Salina е United Prestress Co., Wichita 
LOUISIANA Belden Concrete Products, Inc., New Orleans е Pre- 
stressed Concrete Products Co., Inc., Mandeville е Mid-State Prestressed 
Concrete, Inc., Alexandria 


VERSITY, MASS. 


ARTMENT, COLORADO : 


3. The Architects Collaborative—Simpson, Gumpertz and Heger 
6. Minoru Yamasaki & Associates — Ammann & Whitney 


combines two basic materials to give you the best of both 


MASSACHUSETTS New England Concrete Pipe Corp., Boston 
* San Vel Concrete Corp., Littleton 

MICHIGAN American Prestressed Concrete, Inc., Centerline • Lamar 
Pipe and Tile Company, Div. Martin-Marietta Corp., Grand Rapids • Precast 
Industries, Inc., Kalamazoo ® Price Brothers Co., Livonia • Superior 
Products Co., Detroit. 

MINNESOTA Cretex Companies, Elk River + Prestressed Concrete 
Inc., St. Paul е Wells Concrete Products Co., Wells 

MISSISSIPPI Ғ-5 Prestress, Inc., Hattiesburg е Grenada Concrete 
Products Co., Grenada е Jackson Ready-Mix Corp., Jackson 
MISSOURI Carter Waters Corp., Kansas City e Missouri Pres-Crete, 
inc, St. Louis ® Precon Concrete Products Co., St. Louis 
NEBRASKA Nebraska Prestressed Concrete Co., Lincoln ® Wilson 
Concrete Co., Omaha 
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In almost every kind of structure today, architects and engineers use prestressed concrete 
for visual design qualities as well as structural qualities. In it they find the warmth, texture, 
plasticity, light and shadow to create buildings that appeal to human beings. A true 
Twentieth Century material, prestressed concrete meets economies demanded by the needs 
of today: reliable delivery...ease and simplicity in field construction...longer spans for 
fewer columns...adaptability...elimination of fireproofing, finishing or painting...absolutely 


controlled quality at low cost made possible by plant manufacture. An organized industry is 


sagen to give vou hep im ons wh Pe PRESTRESSED CONCRETE 


о айны. E 
9. FIRST NATIONAL BANK, HAWAII 10. PARKING GARAGE, NEW JERSEY 


5. COMMUNITY PLAZA SHOPPING CENTER, COLORADO CENTURY 21 EXPOSITION, SEATTLE 


7. O'HARE INTERNATIONAL AIRPORT, CHICAGO 


7. Naess & Murphy 8. State of California Div. of Highways, Bridge Dept. 9. Lemmon, Freeth, Haines & Jones—Alfred A. Yee & Associates, Inc. 
10. Gage & Martinson 11. Minoru Yamasaki & Associates — Narimore, Bain, Brady & Johanson — Worthington, Skilling, Helle & Jackson 


WRITE FOR YOUR FREE COPY OF “PRESTRESSED 
CONCRETE — APPLICATIONS AND ADVANTAGES” 


PRESTRESSED CONCRETE INSTITUTE 


205 WEST WACKER DRIVE, CHICAGO 6, ILLINOIS PRESTRESSED CONCRETE INSTITUTE 


NEW HAMPSHIRE Structural Concrete Corp., Laconia OREGON Builders Supply Co., Medford е Empire Pre-Stress Concrete * Crowe-Gulde Prestressed Concrete Co., Amarillo • Span, Inc., Houston, PUERTO RICO Flexicore Puerto Rico, Inc., Roosevelt е Pacadar 
NEW JERSEY Camco Concrete Corp., Vineland of Oregon, Portland е Ross Island Sand & Gravel, Portland Dallas Texas Concrete Co., Victoria • Texas Quarries, Inc., Austin « The Prestressed Beams Corp., San Juan 
NEW MEXICO Martin Marietta Corp, Albuquerque PENNSYLVANIA Martin-Marietta Corp., Norristown • Dickerson канш of Tasan, Hossion | CANADA Alberta: Con-Force Products Ltd., Calgary © British 
NEW YORK Frontier Dolomite Concrete Products Corp., Lockport Structural Concrete Corp., Youngwood © Eastern Prestressed Concrete UTAH Utah Prestressed Concrete Co., Salt Lake City Columbia: Superior Concrete Products Ltd., North Vancouver е Manitoba: 
* Martin Marietta Corp., Syracuse т. Corp, Line Lexington * Formigli Corp., Philadelphia е New Enterprise VIRGINIA Alexandria Prestressed, Inc., Alexandria • Concrete Struc- Preco Ltd, Winnipeg * Supercrete Ltd, St. Boniface e New Brunswick: 
w Stone & Lime Со. Inc., New Enterprise е Pennsylvania Prestress, Inc., York tures Inc., Richmond е Shockey Bros., Inc., Winchester © Southern Block Joseph A. Likely Ltd, St. John ® Newfoundland: Lundrigan's Concrete Ltd., 
NORTH CAROLINA Arnold Stone Co, Greensboro ® Concrete e Schuylkill Products, Inc. Cressona е Turbotville Block Co, Turbotville | & Pipe Corp, Norfolk Virginia Prestressed Concrete Corp, Roanoke Comer Brook e Nova Scotia: L. E. Shaw Ltd., Halifax » Ontario: Murray 
Materials, Inc., Charlotte е North Carolina Products Corp., Raleigh  Pied- > s 3 ы Ж Associates Ltd., Toronto * Ontario Stress-Crete Ltd., Burlington ® Pre- 
mont Construction Co., Winston-Salem SOUTH CAROLINA Martin-Marietta Corp, Columbia е Ballard- WASHINGTON Associated Sand & Gravel Co, Everett е Central Con Ltd, Brampton ® Ryan Builders Supplies Ltd, Windsor © Schell 
| Rice Prestressed Corp., Greenville Pre-Mix Concrete Co., Spokane е Concrete Technology Corp., Tacoma Industries Ltd., Woodstock © Standard Prestressed Structures Ltd., Maple 
NORTH DAKOTA North Dakota Concrete Products Co., Bismarck т n " 
Е TENNESSEE Martin-Marietta Corp, Memphis ® Knox Concrete WISCONSIN Concrete Research, Inc., Milwaukee © Eau Claire 'oronto Cast Stone Со. Ltd., Toronto ® Wilson Concrete Products Ltd., 
OHIO Martin-Marietta Corp. Columbus * Concrete Masonry Corp., Products; lnc, КАИ © Мөде Brooke Block Os. Marti Stresscrete, Inc, Eau Claire • Hufschmidt Engineering Co., Milwaukee Belleville • J. M. Wright Ltd., North Bay е Quebec: Francon Ltd., Montreal 
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PITTCO’ 


curtain wall 
framing systems 
keep water 
where it belongs 
...outside ! 


ESIGNED specifically for glass-clad curtain 
D wall construction, Prrrco Framing 
Systems provide reliable protection against 
water penetration. To achieve this, the 
components used in every Prrrco System 
have been individually designed and precision- 
engineered to accommodate varying 
temperature, wind and weather conditions, 
while maintaining over-all design flexibility. 


Metal-to-metal joints are weather-sealed with 
№. 1072 DuRIBBON?, a special compound 
developed by our own laboratories for curtain 
wall glazing. Glass is dry set, with or without 
Neoprene glazing channels, depending on 

the system selected. A unique weep-vent 
system provides the necessary condensation 
drainage and spandrel ventilation. 


In addition, PPG assumes full responsibility 
for the manufacture, fabrication and erection 
of the complete curtain wall. For complete 
details on the patented 82X, 25X, 670 and 
“900” Series Prrrco Framing Systems, 

call your PPG Architectural Representative or 
consult Sweet's Architectural File—Section 3e. 


| 
| 
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| PITTSBURGH PLATE GLASS COMPANY 


Paints - Glass - Chemicals - Fiber Glass 
In Canada: Canadian Pittsburgh Industries Limited 


Now fluorescents wear jackets to give better light in the cold 


Formerly, fluorescent lamps were fair weather 
friends. Until General Electric engineers outfitted 
them with glass jackets, people couldn’t use un- 
enclosed fluorescent lamps in cool places. 


Ordinary fluorescents drop in light output as 
much as 90% when exposed in the cold, but this 
new All-Weather fluorescent by General Electric 
maintains its light even down to 10° below zero. Its 


Accent 


weather-free fluorescent light can benefit parking 
lots, service canopies, signs, docks, cold storage 
—anywhere temperature used to cause problems. 


General Electric takes lamp leadership seriously. 
You can often get help in using light more profitably 
in many different ways by calling your Large Lamp 
distributor. Or, for help with temperature problems, 


write General Electric, Nela Park, Cleveland 12, Ohio. 
С-225 


Progress ls Our Most Important Product 


GENERAL CD) ELECTRIC 
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For more information, turn to Reader Service card, circle Мо. 336 47 
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Moisture constantly seeks a point of 
access into every type of construction. 
It will never find weak spots if you 
have the right flashing in all the right 
places. m WASCO flashing, properly 
installed, is permanent insurance 
against water damage. Yet the cost of 


this complete WASCO protection is 


BUILDING PRODUCTS DIVISION 


For more information 


CON PLETE, (t 


generally less than 1/20 of 196 of total 


construction investment. 


m Only 
WASCO makes every kind of thru-wall 
and spandrel flashing you need to 
keep water out — from parapet to 


WASCO” 


FLASHING 


ie 


^» 


foundation. You can specify 14 types 
of flashings including copper-fabric, 
copper-asphalt, copper-lead, 
plastic and aluminum. For exceptional 
flashing problems, you are invited to 
consult WASCO'S Engineering staff. 
For full product details, see Sweet's 


Architectural File 8g/Wa. 


fabric, 


5 BAY STATE ROAD, CAMBRIDGE 38, MASS. 
circle No. 322 


PROGRESSIVE ARCHITECTURE AUGUST 1962 


INIESWISEBEUCEZEZO/E 


Design by the late Hero Saarinen for the air terminal in Athens, 
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SAARINEN’S AIRPORT FOR ATHENS 
NEW RESORT IN HAUNTS OF OUTLAWS 
COVENTRY RISES FROM THE RUINS 


A CLUTCH OF PEUGEOT SUBMISSIONS 
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Greece, will be white structure of classic lines. 


DUAL-PURPOSE MEDICAL FACILITY 
WASHINGTON/FINANCIAL NEWS 
PRODUCTS: LIGHTING, URETHANE FOAM 


MANUFACTURERS! DATA 
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Architects: 


Lang & Raugland; McEnary & Krafft — Minneapolis 


Sound Engineer: 


Sound & Television Systems, Inc. — Minneapolis 
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New Minneapolis public library... 


sound planned with 


грі. 


WEBSTER ELECTRIC 


lelecom 
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A towering 13-ton copper replica of an ancient scroll dominates the 
entrance to the $8,000,000 Minneapolis Public Library. It is referred 
to locally as a “gold-plated bargain" — exterior granite facing is 
trimmed with gold anodized aluminum. A planetarium, lecture hall, 
drive-in ordering and pick-up window, belt book conveyors and air 
conditioning are also a part of this advanced facility. 

And it's sound planned with a Webster Electric Telecom inter- 
communication system ! 

Over 100 Telecom phones, strategically located throughout the 
library, speed service over 40 miles of book shelves with fast, voice 
contact. 18 phone calls can be carried on simultaneously! The 
system also incorporates a code call and public address setup. 

Telecom is a private dial telephone intercom that operates the 
same as your utility phone at a fraction of the cost. Practical for 
small or large business, industrial use, it is available in 2 to 400 
phone systems. Speaker-phones, dictation adaptor, conference cir- 
cuits are easily adapted. It's complete with its own self-contained, 
completely automatic switchboard. 

Telecom can be purchased, or leased on a low-cost plan. See 
your Telecom dealer* for details and a demonstration in your office. 


* Listed in the Yellow Pages under “Intercommunications Systems" 


COMMUNICATIONS DIVISION 


WEBSTER ELECTRIC 
RACINE-WIS 


ELECTRIC] 


franklin adv, MI7P 


For more information, turn to Reader Service card, circle No, 391 
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Saarinen’s Athens Airport 


A Classic Pavilion 


L 


Saarinen’s quick sketch of the orig- 
inal concept on yellow legal pad. 


ATHENS, GREECE A third dramatic air 
terminal will be added to the late Eero 
Saarinen’s collection, which already 
includes TWA Terminal in New York 
and Dulles Terminal in Washington. 
At the time he died, Saarinen was 
working on a new airport for Athens, 
which, he said, gave him “the chal- 
lenge of creating a building which 
would belong proudly to the 20th Cen- 
tury, but would simultaneously respect 
and reflect the glorious tradition of 
Greek architecture.” 

The terminal will be a stately build- 
ing of concrete with pantellic marble 
aggregate, recalling the white build- 
ings of an earlier Greece. It will be a 
low structure with а cantilevered 
restaurant and office floor on the field 
side. A generous balcony overlooking 
the baggage and ticketing spaces will 
serve to separate passengers from 
onlookers. From the transit area, pas- 
sengers will exit onto fingers, which 
will be developed as terraces with 
fountains and plants. At either end 
of the building, on the field side, there 
will be pools. A monumental staircase 
on the city side of the building will 
lead visitors up to the public restau- 
rant and bar in the cantilevered upper 
level. 

Structurally, hollow beams will hang 
from cruciform-shaped columns. They 
will also serve for air circulation. The 
columns will penetrate the slab and 
their capitals will return to pick up 
the beam. The columns on the field 
side extend up and branch out to carry 
the cantilevered section. 

Final site development will provide 
44 terminal gate positions: 28 for 
foreign and 16 for domestic use. The 
lower section of the building will be 
260 ft long by 240 ft wide by 20 ft 
high. The upper area will be 250 ft 
long by 120 ft wide by 10 ft high. 
Saarinen presented the building de- 
sign to the Greek government in May 
1961. Contracts will be signed this fall, 
and the terminal will open in 1964. 
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Resort for Nebraska-South Dakota Border 


NEW YORK, N.Y. A resort with a va- 
riety of facilities—''dress-up" hotel, 
hunting-skiing lodge, trailer camp, 
marina, golf course—has been an- 
nounced for the southeast corner of 
the South Dakota-Nebraska border. 
Here, where a new dam is creating a 
huge lake, the New York-Japan based 
firm of Raymond & Rado has designed 
Devil’s Nest Resort, which is intended 
to attract tourist money to an area 
where such nefarious citizens as the 
James brothers, “Doc” Middleton, and 
“Кіа” Wade formerly operated. 

To be constructed on 1500 acres of 
practically virgin land, with two miles 
of shoreline on the newly created lake, 
Devil’s Nest Resort (named after the 
alleged haunt of the aforementioned 
desperadoes) will afford facilities for 
many vacationing tastes. A 20-story 


hotel, topped by a 2-story cocktail 
lounge and restaurant, will furnish 
amenities for those who like to play it 
big. For more informal travelers, 
there will be a lodge (above, mainly 
meant for winter sports) anda smaller 
hotel attached to a Devil's Nest com- 
munity center. On the extensive, hilly 
site, there will be conveniences for out- 
door campers and trailer trailers. 
Among the recreational facilities will 
be a marina accommodating more than 
200 boats, a marina clubhouse (top) 
including restaurant and bar, an 18- 
hole golf course, a 9-hole golf course, 
a golf club house, a bridle trail, a 
winter sport area, a children’s “Fan- 
{азу Land," an outdoor theater, and, 
in the village center, stores, dormitor- 
ies, cinema, town hall, fire station, post 
office, chapel, and a doctors’ clinic. 
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After 22 Years 


COVENTRY, ENGLAND The recent dedica- 
tion of Coventry Cathedral marked the 
termination of a labor of love for its 
architect, Sir Basil Spence. He has 
been quoted in the British press as 
feeling that this work is the pinnacle 
of his career. To help him attain it, 
he enlisted the support of much of the 
artistic talent of his country: the late 
Sir Jacob Epstein, Graham Suther- 
land, John Piper, plus half a dozen 
more. 

Those who have visited the cathe- 
dral report that it comes off much 
better face to face than in photgraphs. 
In a special section of the Sunday 
Times, the design was referred to as 
“the inspired conservatism of Sir 
Basil Spence." The structure does 
have that air of dignity and serenity 
requisite for a major religious edifice. 


'The sense of transition from the ruins 
of the old church, via which one ap- 
proaches the new one, is smooth, 
mainly because of a nobly-propor- 
tioned entrance porch (1) leading to 
a ceiling-high facade of sculptured 
windows. At the front entrance, next 
to the baptistry window, is Epstein’s 
sculpture of St. Michael and the Devil 
(2). Graham Sutherland’s immense 
altar tapestry (3) presents a strangely 
effeminate Christ, one not in keeping 
with the strong feeling of the cathe- 
dral, which is shown in its rear per- 
spective (4). There are four chapels 
in the cathedral, the two largest 
projecting from the east and west 
fronts, respectively. The small Chapel 
of the Gesthemane has a screen by 
Sir Basil representing the crown of 
thorns (5). 


News 


—a New Coventry 
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Photos: Rondal Partridge 
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BROTH OF BUILDINGS IN BUENOS AIRES 


BUENOS AIRES, ARGENTINA Architects 
from many countries got to display 
their ideas of what a high-rise office 
building should look like in the com- 
petition for the design of the Peugeot 
Building scheduled to rise here. Above 
are some of the entries to give an 
indication of the range of designs 
judged by a jury which included, 
among others, Marcel Breuer and 
Affonso E. Reidy. Which one won? 
Second prize went to an entry from 
France (1) by Architects J. Boinoux 
and M. Follianson. Their design fea- 
tures a warped facade. A U.S. entry 
(2), although not one of the winners, 
was among the more interesting sub- 
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missions. The design—by Architects 
Giorgio Cavaglieri with William God- 
sall, Michael Koeppel and Herman 
Sands, and Engineers A. D. Ateshoflou 
(structural) and Nicola Ginzburg 
(mechanical)—ealled for floors canti- 
levered from a central concrete core. 
Third honorable mention (3) went to 
Italian Maurizio Sacripanti, who evi- 
dently is enamoured of billboards. 
The first-prize winner (4) seems to be 
the blandest of the lot. It is by Bra- 
zilians Roberto Claudio Aflalo, Plinio 
Croce, and Gian Carlo Gasperini, and 
Argentinian Eduardo Patricio Suarez. 
A circular solution (5) copped first 
mention for a local team composed of 


José Luis Bacigalupo. Alfredo Luis 
Guidali, Jorge Osvaldo Riopedre, Héc- 
tor Ugarte, Juan Maria Cáceres 
Monie, Fernando Ferrero, Alicia Mabel 
Mainero, and Engineer Isaac Denon. 
A somewhat more sculptural, round 
design (6) took fourth mention for 
Argentinians Carlos F. Lange and 
Luis A, Rébora. 

In addition to Breuer and Reidy, 
the jury consisted of Eugene Beaudoin 
of France, and Martín Noel, Francisco 
Garcia Vázquez, Francisco Rossi, and 
Alberto Prebisch of Argentina. Pro- 
fessonal Advisor was Frederico A. 
Ugarte; contest was run by Central 
Society of Architects of Argentina. 
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adical Center 
withHotel Rooms 


LAKE SUCCESS, L.L, N.Y. An unusual 
combination—medical center and hotel 
—is proposed for an area that is al- 
ready spiced with the variety of a 
major hospital, a large defense plant, 
a golf course and clubhouse, private 
homes, and an historic 200-year-old 
farmhouse. 

Objectives of the Lake Success 
Medical Center are twofold, says Lee 
Harris Pomeroy, Architect. (1) To 
provide medical offices and limited lab- 
oratory facilities for doctors affiliated 
with adjacent Long Island Jewish 
Hospital. (2) To provide hotel accom- 
modations and dining facilities for 
visiting doctors, guests of hospital 
patients, visitors to the Sperry Rand 
plant across the highway, and for 
*"]imited-care" patients who must be 
near the center for treatment yet do 
not need full hospital services. 

The program, however, has two fac- 
tors in common: each part shares 
restaurants, meeting rooms, and shops, 
and each is essentially a service ad- 
junct to the hospital. Expressing the 
separate but co-ordinated functions is 
the single structural idea throughout 
—a precast-concrete wall-bearing sys- 
tem with the walls acting as beams at 
points where the direction of span 
reverses. Walls will be formed on the 
ground, then lifted into place; roof 
and floor slabs will be poured in place. 
The 25-ft module adapts both to medi- 
cal suites and hotel units. Common 
facilities are contained in a ground- 
floor (and mezzanine) base of concrete- 
filled brick bearing walls. 

The hotel faces the highway; medi- 
cal offices (in pin-wheel plan around a 
light well) are reached by the private 
hospital road; restaurants look out on 
the old farmhouse. Client is N. I. 
Willis & Co., of Corona, L. I. 
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New Group to Fight 
for Better Architecture 


A new group of young architects and 
architectural writers — the Action 
Group for Better Architecture in New 
York—has been formed to act as a 
fighting front for better architectur- 
aland planning standards in New York. 
First target of the organization is the 
preservation of Pennsylvania Station, 
threatened with destruction to make 
way for the new Madison Square Gar- 
den mishmash (p. 63 ff., SEPTEMBER 
1961 P/A). A few days ago, AGBANY 
held a protest demonstration in front 
of the station by which it hoped to 
alert New Yorkers, a notoriously phleg- 
matic bunch when it comes to preser- 


vation, to the doom facing this archi- 
tectural monument. 

Following the decision on the fate 
of the station, the group plans to stay 
mobilized to counter other affronts to 
architecture and planning (cf., the 
Veterans Memorial Building in Union 
Square Park), 

Meanwhile, the New York Chapter 
ATA, while acknowledging that “The 
approaching demolition of the Penn- 
sylvania Station is ...a major trag- 
edy for the city,” was content to ap- 
prove a half-baked plan to remove the 
84 exterior columns of the station 
(surely the least of that building’s at- 
tributes) to be set up as a classical 
“folly” in some park (see picture). 

Supporters of the preservation of 
Pennsylvania Station in toto should 
write Action Group for Better Archi- 
tecture in New York, 33 E. 61 St., 
New York 21, N.Y., and give their 
views—but hurry! 


Distinguished Dormitory 


New women’s dormitory at Sophie 
Newcomb College of Tulane University 
in New Orleans will be a sophisticated 
structure of reinforced concrete. The 
eight-story building will have lounge 
and recreation areas on the bottom 


Pei Plans New Washington Complex 


An immense new complex in the South- 
west Washington redevelopment area 
has been announced by Webb & Knapp. 
Designed by I.M. Pei & Associates, the 
group has as its latest additions two 
250,000-sq-ft office buildings for an 
Aviation and Space Industry Center. 
Two other major elements of the group 
are a new 1000-room hotel and a 
500,000-sq-ft World Communications 
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Center building for press, radio, and 
television organizations. Beneath the 
complex will be an underground park- 
ing garage for almost 2500 cars. The 
Aviation and Space Buildings will fea- 
ture "secure" conference rooms for use 
by tenants making presentations of 
classified or secret material. Vault 
space will also be provided for the 
short-term storage of such material. 


level, and 134 double rooms and three 
apartment suites on the remaining 
seven floors. Each of these floors will 
have а common room. James R. La- 
mantia, Jr. (of Burk, Le Breton & La- 
mantia, architects of the building), 
sends word that the dormitory “18 now 
under construction and will cost an 
even million dollars when completed." 


Windowless 
'Phone Building 


Telephone equipment building of the 
New York Telephone Company now be- 
ing completed on Manhattan's West 
Side is totally windowless, to protect 
employees and equipment from fall- 
out. Lack of windows will also keep 
the delicate equipment free of dust, 
and reduce air-conditioning loads. The 
tallest tower contains microwave an- 
tennas. Offices in the building will be 
brightly lighted and colored to com- 
pensate for the solid walls. At its most 
dramatie point, when the walls of 12- 
ft double-reinforced concrete had not 
yet been covered with a bland brick 
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This was the world's most advanced design. | Until we made this one. 


Bally Walk-in Coolers and Freezers are now 
made with science's new wonder insulation 
... Rigid Urethane ‘‘foamed-in-place”’ 


The tremendous advantages of this new insulation represent a major 
design advancement . . . one that obsoletes all conventional insulated 
Walk-Ins, both prefabricated and built-ins. € With 9796 closed cells it 
cannot absorb moisture . . . maintains forever peak efficiency, indoors 
or outdoors % Has double the insulating value . . . Bally 4” urethane 
equals 8%” of conventional insulation. Standard models ideal for use 
as minus 30? freezers € Urethane, poured as a liquid, foams in place 
and while rigidizing binds tenaciously to the metal for great strength. 
Eliminates need for structural members. Replaces that space with 
highly efficient insulation € Lightweight urethane and new construc- 
tion reduce weight to one-third for tremendous freight savings ... make 
erection fast and easy € Foamed door is extremely lightweight, to 
open and close with little effort. Unique magnetic gasket provides 
positive continuous seal Thinner walls increase usable inside space 
* Fire-retardant. 


Your choice of Aluminum or Galvanized as standard finishes. Sections have Bally's 
patented Speed-Lok for quick and accurate assembly. Easy to add sections to 


increase size . . . equally easy to disassemble for relocation. Hermetically sealed 
refrigeration systems eliminate installation problems . . . drastically reduce service 
costs. 


Write for Free Architect's Fact File, complete with new Specification Guide, 
descriptive literature and technical booklet. 


(6 Bally Case and Cooler, Inc. Bally, Pennsylvania 


For more information, turn to Reader Service card, circle No. 326 
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veneer (to make it, in the view of 
some, one of the plainest buildings 
around), P/A commissioned Lili Rethi, 
FRSA, to create this drawing. Archi- 
tect: Voorhees, Walker, Smith, Smith 
& Haines; Associate Architect: Kahn 
& Jacobs. 


Prototype Houses for 
Hillside Sites 


Designs that the University of Pitts- 
burgh feels could become prototypes 
for residential construction in hilly 
and mountainous areas have been pre- 


I >> 


pared for two initial units of faculty 
housing at the university. If these two 
are successful, the school may erect 
about 68 more over the next five years. 
Although one is rectangular and one 
circular, the basic idea is the same in 
both houses. Each has a three-story 
central tower core from which a wider, 
one-floor living area is cantilevered at 
midpoint. Design and construction of 
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the first house has been underwritten 
by Alcoa. Architects: Deeter & Ritch- 


ey; Architectural Consultant: Max 


Abramovitz, 


"Monster" for 
Union Square? 


A structure described by one observer 
as resembling two U.N. Assembly 
Buildings bisected by one Marina City 
tower has been proposed as a Veterans 
Memorial Building for New York's 


7 Courts for 7 Seas from Taliesin 


Thebiggest Wright-type pleasure dome 
since FLIW did Midway Gardens in 
1914 is planned as a Taliesin Associ- 
ated Architects project for Santa Cruz, 
California. This is the “Court of the 
Seven Seas,” a trade and cultural cen- 
ter featuring international shops, a 
hotel and motel, restaurants, beaches, 
and a convention and theater facility. 
The 40-acre project will be located on 
a headland overlooking the Pacific 
Ocean, and will be planned on a mod- 
ule system of 60-degree parellelo- 
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grams, 20 ft to a side. Within this sys- 
tem, various buildings and pavilions of 
different shapes will occur. From left 
to right in the rendering: the motel 
area, a swimming pool, a restaurant, 
the pyramidal-shaped hotel, the at- 
tached, dome-shaped convention hall, 
seven pavilions housing shops from all 
over the world, a restaurant pavilion, 
and, at top right, the “Tower of the 
Americas,” showing produce and cul- 
ture from North, Central, and South 
America. 
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Union Square Park. The two “wings” 
would contain a chapel, auditorium, 
and a convention hall. The tower would 
contain offices of such veterans organi- 
zations as the American Legion, Army 
and Navy Union, Catholic War Vet- 
erans, Jewish War Veterans, Disabled 
American Veterans, Marine Corps 
League, Military Order of Purple 
Heart, and Veterans of Foreign Wars. 
Although proposed for public land 
worth about $4 million, the project, 
designed by Maurice W. Bacon, would 
be financed by privately raised funds. 
Announcement of the proposal brought 
an immediate, wrathful editorial in 
The New York Times. The Times com- 
plained bitterly that Union Square 
Park would become nothing but a fore- 
court for the massive structure, and 
called on the city to keep the “mon- 
ster” out of the park. 


‘‘Fuehrer’’ В. Moses 


Robert Moses, 74, who is always there 
ready with the concrete and asphalt 
when he hears of a yet-undisturbed 
bit of sand, grass, or surf, recently 
has been plumping—when he was not 
messing around with his main, full- 
time job at the New YorkWorld's Fair 
—for the erection of a 20-mile-long 
highway to slash down the center of 
Fire Island, an offshore strip of sand 
dunes admired by many New Yorkers 
as a place to get away from automo- 
biles and similar irritations of urban 
living. Moses incurred the wrath of 
Fire Island summer residents at a re- 
cent publie hearing on the road, and 
acted in the petulant manner that has 
characterized some of his other recent 
publie appearances (p. 45, FEBRUARY 
1962 P/A). When the noted CBS cor- 
respondent Charles Collingwood, chair- 
man of the Fire Island Voters Associ- 
ation, read portions of a letter that 
the late Elmer Davis had sent to The 
New York Times in 1938—it said, in 
part, that Moses “would save Fire Is- 
land the way Hitler is saving the Su- 
detenland"—Moses rose in a dudgeon 
and walked out to the accompaniment 
of boos and catcalls for himself and 
applause for Collingwood. 


OBITUARIES 


Erwin S. Wolfson, prominent invest- 
ment builder (New York's PanAm 
Building) and head of Diesel Con- 
struction Company, died of cancer 
June 26. He will be succeeded by real 
estate man James D. Landauer, on 
leave of absence from his own firm. 

Architect Chester B. Price, of FAIA, 
noted for his architectural illustrations 
and etchings, died in Bronxville, N.Y., 
on July 2. 
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—New time-temperature rated 
acoustical ceiling panels and tiles 


Firedike—new J-M acoustical ceilings that have been 
tested and approved for time-temperature construction, 
providing 2-hour and 38-hour ratings! At the same time, 
these firesafe installations absorb up to 80% of airborne 
room noise and provide high attenuation values. 


FIREDIKE SAVES YOU MONEY! Suspended firestops 
of metal lath and plaster are not needed with Firedike. 


No intermediate fireproofing for steel structural mem- 


bers...no protective insulating materials for bar joists, 
steel beams or metal decks. You save the cost of such ma- 
terials and also eliminate the expense of installing them! 


FIREDIKE SAVES YOU TIME! Whether you are plan- 
ning а new building or bringing an existing building up 
to date, Firedike can speed interior installation sched- 
ules. It is a completely dry installation: no lathing and 
plastering, no waiting for the interior to dry, no need to 
paint Firedike’s white, factory-applied finish. Firedike 


For more information, turn to Reader Service card, circle No. 344 


is fire protection and sound control in one easily in- 
stalled material! 


FIREDIKE IS DURABLE AND DEPENDABLE! Made 
of incombustible mineral wool fibers, Firedike is fabri- 
cated in monolithic construction to produce rigid, dura- 
ble panels and tiles. It is unusually resistant to *breath- 
ing," or up-and-down passage of dust-laden air... сап 
be easily cleaned by conventional methods. The big 
panels, in random pierced pattern, are 24" x 48" or 24" 
x 24" (nominal). The tiles are 12" x 12". For more infor- 
mation, write for Brochure AC-58A. Address Johns- 
Manville, Box 158, Dept. PA-862, New York 16, N. Y. 
In Canada: Port Credit, Ont. Cable: Johnmanvil. 


JOHNS-MANVILLE 


JOHNS-MANVILLE @ Я 


ACOUSTICAL PRODUCTS 
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PERFORMANCE 
CERTIFIED 


We certify that when properly installed 
and operated this Onan electric plant 
will deliver the full power and the volt- 
age and frequency regulation promised 
by its nameplate and published speci- | 
fications. This plant has undergone 
several hours of running-in and testing 
under realistic load conditions, in ac- 
cordance with procedures certified by =~ 
an independent testing laboratory. 


Get complete 

unit responsibility 

for your standby 

power plant installation 


The advantages of doing business 
with Onan begin with a local phone 
call. There’s a factory-trained fran- 
chised distributor only minutes 
away. He'll be on the job for you 
in a matter of minutes. 

Your Onan man will work with 
you—without obligation—to help 
determine how much standby power 
is really needed. And don’t be sur- 
prised if he recommends less than 
you had thought necessary. 

He’ll recommend the best fuel 
and best cooling system for your 
particular building. He’ll work with 
you to find the ideal location in the 
building for the installation. 

Your Onan man will supply 
everything the system requires... 
from fuel tanks to line transfer 
equipment. No sub-contracting, no 
scrambling for equipment, no di- 
vided responsibility. 

He’ll be there at start-up, back 
for run-in checks. 

But more important, your Onan 


to Minneapolis. 


Studebaker-Packard Corporation 
2545 University Ave., Minneapolis 14 


For more information, turn to Reader Service card, circle No. 363 


distributor will always be only a 
phone call away, whenever your 
installation needs service. And 
there’ll be no evasion, no question 
of whose job it is, regardless of 
what part of the completed in- 
stallation needs service. 


AND REMEMBER, ONLY ONAN 
IS PERFORMANCE CERTIFIED. 


Every Onan plant is dynamometer 
tested. Every Onan plant is run-in 
and tested under full load. Only 
Onan is then certified by an inde- 
pendent testing laboratory to de- 
liver every watt of power the 
nameplate promises. 

Onan Electric Plants are avail- 
able in sizes to 230 KW, gas, gaso- 
line or diesel. 

Why don’t you give your local 
Onan distributor a call? He’s listed 
in Thomas’ Register, Sweet’s, the 
Yellow Pages. Ask him for Bulletin 
F-170 “Unit Responsibility’, or write 


nan 
---Ж-; 


® 


ONAN Division, 
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new from CECO 


. tap it | ...rap it; 


d 


1-1-5 —T— Е — М to the solid, silent sound of Ceco’s new “Regent” 
Commercial Door of steel— full flush, 13⁄4” thick and “custom” in appearance. 
Your client will also like its beauty, strength, rigidity and easy-care design. 


E Inside the door is a strong fiber honeycomb core, one piece, full size, resin- 
impregnated. The core is held in place with epoxy adhesives to give the door 


unusual strength and flatness. 


Top and bottom of Regent doors are flush— no voids to catch dirt. No 
visible welds — this door is flat and smooth. It is bonderized. 


E Regent doors are supplied as separate units — or in complete “packages” with 


frames and hardware. 
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Slam ite” | | ...this 
steel door 
is really quiet 


styled for commercial 
buildings, hospitals, 
hotels, motels 
and apartments 


Steel 


Ш Similar in design and appearance is the new Ceco “Legionnaire” Door, 138” 
thick, for use in openings of average traffic. Ceco's full line includes the 134" 
*Medallion" Custom Door for monumental use; and the Recessed Panel and 
Fush Panel stile-and-rail Doors for industrial and commercial buildings. 


This coupon CECO Steel Products Corporation 
p Please send 5601 West 26th St., Chicago 50, Ill. 


brings you Bulletin Sales offices and plants in principal cities 
full information. ШАА 


containing details 


name. 


on Ceco’s title 


734" "Regent" firm 
Commercial Doors address 
and others. 


metal doors * steel and aluminum curtainwalls, windows, screens * steelforms * concrete reinforcing * 
steel joists * roofing products • steel buildings * metal lath 


For more information, turn to Reader Service card, circle No. 402 
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Washington and the Economy 


With Congress 
tied up in one of 
its own peculiar 
knots—in session 
six months, a 
new fiscal year 
started July 1, 
and not a single 
major bill passed 
—the big item in 
Washington as 
July began was 
worry about the 
nation’s financial 
situation, and 
what to do (or 
what not to do) about it. 

There are plenty of questions about 
the cause for the present business 
slowdown and indecision, but there’s 
no question about some of its effects. 

The Administration is scared, be- 
cause it knows it will be blamed in 
November if the situation persists. It 
doesn’t seem scared enough, right 
now, to do much that is rash, but 
scared enough to be casting about 
somewhat desperately for some short- 
term remedy, 


By E. E. Halmos, Jr. 


There's a good deal of powerful 
Shouting for a tax cut. The only de- 
bate among supporters of this idea 
concerns: (a) whether a cut in Gov- 
ernment spending should accompany 
such a tax reduction; (b) whether a 
thorough overhaul of the patchwork 
tax structure should accompany any 
cut. 

Architects haven’t as yet been af- 
fected, apparently, except for hints of 
what might happen as a result of all 
this running around, 

As a matter of fact, the construc- 
tion industry has held up well enough, 
despite a few small cracks in its 
facade lately. This alone is one of the 
strongest supports for expressions of 
confidence in the economy’s future: 
Construction was a bellwether that 
started downward well before the 
crash in 1929—but this year it has 
held up, despite stock-market antics. 

Many economists think that con- 
struction will actually shore up a slow 
improvement in the economy for the 
rest of 1962—supported by a surpris- 
ing showing in housing (a rate of 
about 1.6 million units is indicated), 


and by slowly increasing public spend- 
ing on highways, sewers, and build- 
ings. 

For architects, however, the soft 
area to watch is private industrial 
building, which has been making a 
disappointing showing so far this 
year. A tax cut could help here, but 
its effects would not be felt for some 
time after it is made. 


New Home Aids 


The market for home construction— 
both mass and individual housing— 
may be aided by two developments in 
Washington: 

1. A new bill (S 3443) that would 
authorize chartering of corporations 
to insure conventional mortgages and 
the buying and selling of such mort- 
gages in the secondary market (thus 
acting as *Fannie Mae"—the Federal 
National Mortgage Association—does 


on  Government-insured mortgage 
loans). 
2. Growing interest in “condomin- 


ium" methods of owning co-operative 
Continued on page 68 


Torjesen Lead X° ACOUSTICAL CURTAINS 


ET more » information, tam to Reader Serving ‘ri, 


ELECTRIC VERTICAL OPERATION 


FEATURES: 


: ‘WITH 


, Chalk Panels. 


| "— 
Acoustical Privacy 


for 


Team Teaching 


ullao е ке ке же к ме же ме ны шш ме (ке ке мм мн ме ма ке эш эш ее те һе е ыш тш ке ке рин ке ке ке мы шш ка кел ке тш ке мы ке шш өн ке эш к 


1. Available with chalk panels and chalk 
pockets. 


2. Electrically operated; rolls up into 
ceiling enclosure in seconds at touch of 
key switch. 


3. No floor track. 


4. The necessary sound proofing qualities 
of weight per square foot and density are 
provided by the formulation of vinyl. and 
lead. These materials provide a “limp” 
mass wall of strength yet the Vs" thickness 
is thin-enough to be automatically rolled 
into a small ceiling enclosure that takes 
only 18 square inches of space, regardless 
of height or length. 


5. Sideguides take only 814” x 258” of floor 
space on each end regardless of size. 


6. Gasketed sides and top, and weighted 
loop at bottom of curtain assure perimeter 
sealing. 


7. Tests by Riverbank Acoustical Labora- 
tories to ASTM E-90-61T show 3 lb. (1%” 
thickness) LeadX gives a 9 frequency trans- 
mission loss of 32 db and a sound trans- 
mission class of 34., 


WRITE FOR BROCHURE INCLUDING TEST DATA, 
DETAILED. DRAWINGS AND SPECIFICATIONS 


circle No, 385 
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10,000 Su. Ft Erected In 7 Days 


4 LION MATCH С0., CARTERET, М. J. 
DANIEL METLIZ ASSOCIATES 
ENGINEERS-ARCHITECTS 
Forest Hills, New York 
KURTZ STEEL COMPANY 
STEEL CONTRACTORS 
Mineola, New York 


FOR SPANS 
8 TO 152 FEET 


For Strength and Economy 


Typical of the cold rollformed strength with lightness 
engineered and fabricated into Macomber V-Purlins is 
this enormous steel frame covering 240,000 square feet. 


є Сотр!еїе 32-раре 
These carloads of open web, nailable steel were erected reference manual FREE 


in 7 working days, further reducing the construction cost. ¢ Pipes: ¢ вов 


* Load Tables * Decking, etc. 

The design manual opposite is your complete reference — s mod 
source for any steel framing job, 8 to 152 feet. Send : Please send me your V-PURLIN : 
for it today : Design Manual : 
: МАМЕ : 
о COMPANY} 
LOOK UNDER 2 Е 
“STEEL FABRICATORS” = . . 
M A С O M E E R to find : POSITION : 
your local . . 
MACOMBER = : 

CANTON 1, OHIO ьа : ADDRESS 
&e ө ө ө ө о ө O ө ө 9o ө ө ө ө е ө э ө ө ө ө е CITY ZONE STATE 


ALLSPANS e V-LOK e V-PURLINS е ROOF DECK See our Catalog 
BOWSTRING TRUSSES e MACOFORM e STRUCTURAL STEEL in SWEET'S 


: VP-28 : 
hd . 


Феегееевезевееееееееееевеевегеееееевтевеееееееесееее 


For more information, turn to Reader Service саға, circle Мо. 355 65 
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Flex! 


This insulated expansion joint handles the tough ones without 
leaking —even continuous large movements between building 
sections. It’s field-fabricated quickly, economically, with Sara- 
loy® 400 elastic flashing and Ethafoam® polyethylene foam. 

Saraloy 400 flashing conforms to any contour, adheres 
or fastens to most building materials—metal, glass, masonry, 
wood. It flexes year after year without failing; won’t crack, 
peel, chip or check. And Saraloy 400 flashing is workable. 
It’s cut with a roofing knife or scissors, fitted and installed 
in minutes. No preforming! 

Insulating the joint is Ethafoam closed-cell expanded 


THE DOW CHEMICAL COMPANY 


For more information, turn to Reader Service card, circle No. 332 
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It’s Saraloy 400 and Ethafoam! 


polyethylene. It’s flexible over a wide temperature range, 
nonabsorbent and an excellent vapor barrier. Lightweight 
Ethafoam is easy to handle, cut and use. Virtually inert, 
it’s long-lasting. 

You no longer need adapt your design to the limitations 
of conventional flashings. Whatever the contour or the 
building components, Saraloy 400 tailors flashing perform- 
ance to design—by itself or used with other materials. For 
technical Data Sheet 7-2 on roof expansion joints, or details 
about Saraloy 400, write us in Midland, c/o Plastics Sales 
Department 1403EB8. 


Midland, Michigan 
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NERVASTRAL 


WATERPROOFING 


prevents 
water 
penetration 
above 

and 

below grade 


Positive 
engineering 
answers 

to 
waterproofing 
problems 


As a pioneer in the application of Chemistry to waterproofing problems, 
Rubber & Plastics Compound Co., has developed and coordinated a group 
of related products and application systems. These are designed for sure, 
easy and economical installation to provide the highest degree of 
impermeability both above and below grade: 

Various types of Nervastral sheetings are available to meet different 
requirements. They all have in common a high degree of flexibility and 
impermeability, resistance to fungi, mildew and chemical attacks, high 
degree of resilience and elasticity, flexibility at low temperatures and 
abrasion and tear resistance. 

The Nervastral installation in Centralia, Washington, Water Dept., 
Reservoir No. 4, shown here, employed a certain grade of Nervastral 
sheeting that has been specifically recommended to cope with existing 
problems. Consult our engineering specialists on waterproofing problems 
to determine the type of material and installation that will provide the 
best performance. 

*"NERVASTRAL", “NERVA-PLAST” and “NERVA-KOTE” аге pro- 
prietary names for a variety of waterproofing products that are favorably 
known and specified by many architects, engineers and builders. Literature 
on request, 


RUBBER & PLASTICS COMPOUND CO., INC. 
Time & Life Building * Rockefeller Center « New York 20, N.Y. 
For More information, turn to Reader Service card, circle Мо, 373 
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Continued from page 64 

apartments. Under a “condominium,” 
the owner actually owns his own apart- 
ment and any undivided interest in 
land and structure in common with 
all other owners of units; he can 
arrange his own financing; and he 
ean sell or otherwise dispose of it 
(within limits) as he chooses. The 
method, which is popular in Europe 
and, according to the Urban Land In- 
stitute, was recently tried in Puerto 
Rico, can also be applied to office and 
commercial buildings. 


More Knocks for 
"Federal" Architecture 


After spending two days at a confer- 
ence to look over Washington's archi- 
tecture, the National Capital Commit- 
tee of AIA decided it didn't much like 
what it had seen. 

Without mentioning anything spe- 
cifie, the committee said that a “соп- 
sistently low standard of quality" in 
both publie and private buildings is 
“endangering the character" of the 
area. Remedy, said the group, is closer 
co-ordination of planning and design 
activities, and a broader look at re- 
gional problems. 

However, the architects had words 
of praise for the recent report of the 
Goldberg committee on architecture 
[Jury 1962 P/A] and for the National 
Capital Planning Commission for its 
vigorous attack on the city's regional 
problems. 

One important statement: “We con- 
sider viaducts and elevated roadways 
to be inherently negative. . . . Super- 
ficial embellishment of bridges and 
other structures is ineffective." 


Negotiated Contracts 


Ineidentally, you сап depend on it that 
some Congressman is going to dis- 
cover that all architect-engineer con- 
tracts awarded by Government agen- 
cies are awarded on a negotiated basis. 

Chances are that the “discoverer” 
will be a member of an investigating 
subcommittee looking into military 
procurement—and he will know little 
if anything about construction-indus- 
try practice. Congress has been very 
rough on the military services lately 
for negotiating—rather than adver- 
tising—military procurement contract 
awards (almost entirely for hardware 
items for missiles, troop supplies, and 
the like), and this may strike an inves- 
tigator as political pay dirt. 

Fact is that there has been no hint 
of dissatisfaction either by Govern- 
ment agencies or private practitioners 
in this area: after years of patient 
negotiations, the present, rather stable 
procedures have worked out well. 
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Lighting Fixtures Remove Heat They Generate 


LOUISVILLE, KY. Fluorescent lighting 
troffers that eliminate the heat gener- 
ated by the lamps have been intro- 
duced in two models. The fixtures 
remove the heat into the plenum area 
above the ceiling, from which it is 
exhausted or recirculated through the 
cooling system. In addition to greater 
comfort for room occupants, an ad- 
vantage of the system is lower costs 
for air conditioning. 

In the “Shallow Line" heat removal 
troffer (top), the simpler of the two 
systems, air from the room is drawn 
into the fixture around the edges of 
the diffuser and goes out through air 
slots in the top of the troffer. 

Light-generated heat is handled in 
the same manner by the “Lumi-Flo” 
system (bottom), which also provides 
air conditioning or heating through a 
separate air-handling chamber (indi- 
cated by downward arrows signifying 
in-coming air). 

Manufacturer states that, because of 
variables attending different projects, 
heat removal installations should al- 
ways be reviewed. Benjamin Div., 
Thomas Industries, Inc., 207 E. Broad- 
way, Louisville 2, Ky. 

On Free Data Card, Circle 100 


NEW YORK, N.Y. Union Carbide has 
unveiled room designs by prominent 
interior designers to indicate the 
range of urethane foam. 

A bright and airy attic bedroom 
designed by Emily Malino (1) fea- 
tures two thick urethane foam pads 
in the floor in an alcove on either side 
of a fireplace. Equipped with foam- 
filled throw pillows, the pads become 
comfortable lounging spots, and re- 
place chairs and couches. 

A room functioning as a workroom 
and part-time guest “dormitory” (2) 
was designed by Paul Krauss. Unique 
feature of the room is three urethane 
foam mattresses hung on the wall in 
a “Mondrian” pattern, to be taken 
down and used when the relatives 
show up. 

A seaside cottage designed by 
Staniford Squire (3) emphasizes the 
imperviousness of the foam material 
to rot and mildew. It is used on walls, 
window blinds, and furniture. 

Urethane foam’s properties as a 
sound-absorber are recognized by Vir- 
ginia Whitmore Kelly in her design of 
a hi-fi listening room (4). Walls, 
doors, and ceiling are covered with 
fabric laminated to the foam. 

Union Carbide Chemical Co., Divi- 
sion of Union Carbide Corp., 270 Park 
Ave., New York 17, N.Y. 

On Free Data Card, Circle 101 
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New Patterns and Sizes 
in Plexiglas 


Rohm & Haas announces two new pat- 
terns in “Plexiglas” acrylic sheet— 
“Moire DP-28” and “Stipple DP-30” 
—for added decorative possibilities in 
partitions, lighting, window walls, 
shower, doors, etc. The Moire pattern 
is available in sheets as large as 72” 
x 102”; Stipple’s maximum sheet size 
is 48” x 72”. They are each produced 
in colorless form and in five colors 
(gold, aqua, gray, and two whites). 
Other news from Rohm & Haas is 
the availability of regular Plexiglas 
sheet in two larger sizes: 10’ x 10’ 
and 10’ x 12’. Plastics Dept., Rohm & 
Haas Co., 222 W. Washington Square, 
Philadelphia 5, Pa. 
On Free Data Card, Circle 102 


Gutter Paint Stops 
Rotting and Corrosion 


Cabot’s new “Rotproof Gutter Paint” 
puts an end to the rotting of wooden 
gutters and the corrosion of metal gut- 
ters. Paint will brush easily into the 
interior of the gutter, forming a black 
protective coating that is completely 
impervious to moisture. It will not 
crack, peel, or ooze. Treatment lasts 
indefinitely and requires little or no 
maintenance, Samuel Cabot Inc., 246 
Summer St., Boston 10, Mass. 
On Free Data Card, Circle 103 


“You might lose your keys, but you’ll 
never lose your buttons,” says the 
company that developed this new push- 
button lock. Called the “Combo Lock," 
the device is operated by pushing one 
or more of the five buttons in a preset 
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order. The combination сап be 
changed (by owner only), in seconds, 
to any of more than 1000 variations. 
The lock is tamperproof, jamproof, 
weatherproof. Combo Lock is available 
with or without key (which can be 
used аз a master in apartments and 
office buildings or for emergencies 
when the door must be opened without 
using the combination.) Emerson 
Electric Co., 8100 Florissant Ave., St. 
Louis 36, Mo. 
On Free Data Card, Circle 104 


Low-Cost, Low-Weight 
TV Projector 


New large-screen TV projector weighs 
only 70 lb and is priced at less than 
half the cost of other big-picture 
equipment. “Amphicon 190," designed 
for classroom, club, office, and home, 
provides images up to 12’ in width, 
from a unit 20” high and 215%” deep. 
Operating ease is comparable to a 
home TV set, with external controls 
for focus, contrast, on/off, and bright- 
ness. А reversing switch for rear- 
Screen projection is standard. The 
projector may be operated from a 
miniaturized remote-control panel. 
TelePrompTer Corp., 50 W. 44 St.. 
New York 86, N.Y. 
On Free Data Card, Circle 105 


Temperature See-Saws 
Are Controlled 


An electronic modulation system for 
gas furnaces is being featured at the 
Century 21 display of new develop- 
ments in the gas industry. Called 
"Selectra," the system uses printed 
circuits and space-age electronies to 
adjust the flame and compensate for 
changing heat losses. Result is that 
temperature see-saws in the home are 
smoothed out; the furnace delivers a 
gentle flow of continuously circulated 
warm air at the correct temperature. 


(A conventionally controlled gas fur- 
nace intermittently turns on and off 
in an attempt to match heat loss, thus 
causing a cycling of temperatures 
around the desired setting.) Sensitiv- 
ity of the Selectra is such that it re- 
sponds to a 1/10-degree change in one 
second, Maxitrol Co., 23555 Telegraph 
Rd., Southfield, Mich. 
On Free Data Card, Circle 106 


Surfacing Reflects Light 
into All Colors 


Visitors to the Seattle fair will see a 
fascinating adaptation of an 18th- 
Century scientific discovery that 
breaks light into all colors of the 
spectrum. The material, known as 
“Diffraction Grating,” is a paper-thin 
sheet of plastic (either transparent or 
with aluminum coating). Some 13,000 
grooves per inch give the ability to re- 
flect all colors of the rainbow; varying 
patterns are produced by the phenom- 
ena of overlap, reinforcement, and 
neutralization. At the Seattle exhibit, 
a number of interior and exterior ap- 
plications are of architectural interest, 
among them walls, spandrel panels, 
lighting fixtures. Edmund Scientific 
Co., 101 E. Gloucester Pike, Barring- 
ton, N.J. 
On Free Data Card, Circle 107 


Wide Variety 
in Videne Surfacing 


Goodyear's 'Videne" polyester film, 
recently introduced in transparent 
form, is now available in a dazzling 
variety of colors and patterns—tints, 
opaque colors, and reverse prints of 
any wood grain or design a camera 
can capture. All are produced in 
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finishes ranging form high gloss to 
muted satin. The material is a tough 
yet flexible surfacing, highly resistant 
to abrasion, cracking or crazing, yel- 
lowing, and staining; it wipes clean 
with a damp cloth. It is heat-laminated 
to a variety of substrate materials in- 
cluding hardboard, plywood, particle 
board, and wood. (Videne is sold only 
to the fabricator, who applies it to 
substrates that are then manufactured 
into cabinets, paneling, doors, etc.) 
Videne-finished panels cost no more 
than most prefinished panels, since the 
one-step process of application elimi- 
nates multiple coatings and sanding 
operations. Panels are easily sawed, 
drilled, or routed with regular wood- 
working equipment. Films & Flooring 
Div., Goodyear Tire & Rubber Co., 
1144 Е. Market St., Akron 16, Ohio. 
On Free Data Card, Circle 108 


Vinyl Building Panels 

A major facility for the production 
of unplasticized vinyl building panels 
was recently opened in Edgewater, 
N. J. The panels, manufactured from 
polyvinyl chloride resins, are the first 
extruded as large diameter tubing 
which is then slit and rolled into flat 
sheets and subsequently formed into 
either “5” curve of angular “Стеса” 
corrugations. The sheets are 56" wide 
and are available in lengths up to 300’, 
in a variety of opaque and translucent 
colors. The Morristown, N. J., bus- 
stop shelter shown here indicates the 
flexibility of the material. The com- 
pany also recently opened what is said 
to be the world's largest continuous 
production line for rigid urethane 
foam insulation. Barrett Div., Allied 
Chemical Corp. 40 Rector St, New 
York 6, N.Y. 

On Free Data Card, Cirele 109 
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Urethane Floor Finishes 
Give Unusual Wear 


Outstanding new finishes for floors 
and other wood surfaces are based on 
urethane resins made with du Pont's 
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“Hylene” organic isocyanates. Manu- 
facturers of the various coatings claim 
that the clear urethane finishes offer 
twice the conventional durability and 
resistance to cracking, checking, or 
discoloration, giving as much as 30 
months service. Unlike varnishes, they 
retain gloss, show no sign of wear, 
and will not darken light floors. In ad- 
dition, they offer a nonskid surface, 
wet or dry. Finishes are delivered 
ready for use, with no mixing of com- 
ponents required. Elastomer Chemi- 
cals Dept., E. I. du Pont de Nemours 
& Co., Inc., 350 Fifth Ave., New York 
1, N.Y. 
On Free Data Card, Circle 110 


Flat On and Off Areas 
for Moving Walkway 


Improvements continue to be made on 
moving ramps. One of the latest is the 
introduction of flat entrance and exit 
areas on Westinghouse’s “Electric 
Walk.” This ramp is designed to carry 
pedestrians horizontally or on inclines 
up to 15 degrees, ascending or de- 
scending, at speeds up to 180 ft per 
minute. Other features of Electric 
Walk are a treadway surface com- 
posed of narrow grooved treads of 
diecast aluminum providing secure, 
smooth footing, and а stationary 
combplate at the ends that meshes 
with the tread grooves to afford a safe 
“combing” action at these points. 
Westinghouse Elevator Div., 150 Pacific 
Ave., Jersey City 4, N.J. 
On Free Data Card, Circle 111 


Flexible System for 
Multiple Seating 


Operating on a similar principle to 
the old expandable wall hatrack, a new 
multiple seating system affords a wide 
range of versatility in planning for 
various shapes and areas. ‘Viscount 
65” line consists of tripod legs that 
work on a principle of a hinged joint 
with а positive locking action. 
Stretchers interconnect the legs and 
permit them to be opened to a wide 
angle; the legs can be locked and 
rigidly set in positions ranging from 
an S-curve to a straight line. System 
also includes arm rests, table tops, 
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smokers, and free-standing occasional 
tables. Seating and/or table units can 
be repeated for any length needed. 
Flexibility of line also permits ease in 
setting-up and storing. Royal Metal 
Manufacturing Co., 1 Park Ave., New 
York 16, N.Y. 
On Free Data Card, Circle 112 


Five New Steels 


“A number of significant industry 
firsts” have been achieved by Bethle- 
hem’s new series of five low-priced, 
high-strength steels. Available in a 
wide range of structural shapes and 
plates, the new steels are tailored to 
provide increasing strength levels at 
lower cost, and to permit designers 
to select more precisely the proper 
grade of high-strength steel for speci- 
fic requirements. For the first time, 
the “У” steels offer even higher 
strengths than formerly available in 
as-rolled structural shapes, up to 65,000 
psi minimum yield point for light sec- 
tions. This, in many cases, will elimi- 
nate the need for specifying costlier 
premium grades of high-strength steel 
produced to special order or treatment. 
The steels have been designated V45, 
V50, V55, V60, and V65, and are pro- 
duced in thicknesses up to 114” for 
plate and 1%” for shapes. Bethlehem 
Steel Co., 703 E. Third St., Bethlehem, 
Pa. 
On Free Data Card, Circle 113 


20-Year Guarantee 
on Plastic Panels 


The only 20-year written guarantee in 
the plastic-panel industry has been an- 
nounced by Alsynite. Their translu- 
cent panels are shatterproof, and will 
not warp, chip, or peel. An exclusive 
process, which sandwiches a glass-fiber 
reinforcing mat between two surfac- 
ing mats, insures two to three times 
the weather resistance of other panels, 
states the manufacturer. Alsynite Div., 
Reichhold Chemicals Inc., 4654 De 
Soto St., San Diego 9, Calif. 
On Free Data Card, Circle 114 
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MAKERS OF KEYCORNER 


mortar locks to the block foot 
with Keywall reinforcement. The 
more locks, the more resistance to 
cracks resulting from shrinkage. 
Movement is restrained at each of 
Keywall’s mortar locks. No one 
lock has to restrain more than the 
movement in %4" of block. Thats the 
kind of reinforcement that works. 


KEYSTRIP KEYWALL KEYMESH® AND KEYMESH PAPERBACKED LATH 
For more information, turn to Reader Service card, circle No, 399 


WELDED WIRE FABRIC 


NAILS 


Lead . . . the toughest sound barrier of them all 


In sound studio and machine shop alike, the problem of 
sound and sound attenuation is getting increasing atten- 
tion. Personnel fatigue and higher accident rates have 
been positively correlated to high noise levels. Today the 
application of lead as a noise attenuator deserves the 
investigation of all concerned with worker productivity 
and company profits. 

Often, noise is effectively damped, isolated, by literal 
curtains of lead—flexible, roll-up partitions impregnated 
with lead in powdered form. 


In other applications, sheets, coatings, or castings of 
lead have tamed down clatter and roar to a decorous 


ook Ahead with Lead 


hush. Lead pads under heavy machines soak up vibra- 
tion at its very source. 

In whatever form it’s used, lead has proved more effec- 
tive in reducing sound transmission than any other 
building material commonly used today. Surprisingly— 
but logical on reflection—this means that lead is lighter, 
packs more sound-proofing talent pound-for-pound, is 
much more economical of space. 

If you have a sound-control problem—any kind—by all 
means look into lead. For facts, figures, and technical 
help, write Lead Industries Association, Inc., Dept. 
N-8, 292 Madison Avenue, New York 17, New York. 


3288 


LEAD INDUSTRIES ASSOCIATION, INC. 
292 Madison Avenue, New York 17, New York 


For more information, turn to Reader Service card, circle No. 352 
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AIR/TEMPERATURE 


Analysis and Control 
of Cooling-Tower Noise 


The first engineering manual devoted 
specifically to the analysis and control 
of cooling-tower noise levels is now 
available. The 24-page document was 
prepared jointly by Bolt, Beranek & 
Newman, Inc., Acoustical Consultants, 
and Baltimore Aircoil Company. Sup- 
ported with charts and tables, the 
manual outlines procedures for estab- 
lishing noise criteria, measuring sound 
levels of equipment, and determining 
noise-reduction needs, Methods of 
noise control include acoustical treat- 
ment for practically any situation. 
Procedures outlined are applicable to 
cooling towers of any manufacturer. 
Baltimore Aircoil Co., Inc., P.O. Box 
7322, Baltimore 27, Md. 
On Free Data Card, Circle 200 


Humidification Manual 


Manual entitled Technical Data on 
Humidification has been reissued by 
Walton Laboratories, manufacturers 
of humidification equipment for resi- 
dential, hospital, and industrial use. 
The 16-page manual covers every area 
in which humidification equipment is 
used. Different sections tell how to 
compute humidity load, apply spacing 
and zoning formulas to particular situ- 
ations and select proper equipment for 
specific jobs. Sample survey sheets and 
installation suggestions are included. 
Walton Laboratories, Inc., 1186 Grove 
St., Irvington 11, N.J. 
On Free Data Card, Circle 201 


Louvers and Penthouses 


Comprehensive line of extruded-alum- 
inum louvers, dampers, and penthouses 
is presented in new 24-page bulletin. 
Detailed product information includes 
technical data, engineering specifica- 
tions, scale drawings, and photo- 
graphs. Among the items described 
are stationary louvers, adjustable 
louvers, vertical louvers, air-foil direc- 
tional louvers, air-control dampers, 
back-draft dampers and fire dampers. 
Air Balance, Inc, 8933 Krewstown 
Rd., Philadelphia 15, Pa. 
On Free Data Card, Circle 202 


Forced-Air Units 


New line of Marlo heating and venti- 
lating units for auditoriums, industrial 
plants, and commercial establishments 


is documented in new 36-page Bulletin 
40. The new units are available in 6 
basic styles, and in 34 air-moving 
capacities. A complete line of acces- 
sories permits adaptation of units to 
any heating and ventilating applica- 
tion using forced-air circulation, Com- 
plete performance data on the new 
units is provided. Marlo Coil Co., 7100 
S. Grand Blvd., St. Louis 11, Mo. 
On Free Data Card, Circle 203 


CONSTRUCTION 
Plywood Rigid Frames 


Plywood Rigid-Frame Design Manual, 
72 pages, has been published by the 
Douglas Fir Plywood Association. The 
manual gives comprehensive informa- 
tion on this type of construction, in- 


cluding basic data on the advantages 
of plywood rigid frames, preliminary 
planning data for selection of mem- 
bers, design details and load tables, 
and construction procedures. Examples 
illustrate step-by-step development of 
a typical design. Altogether some 770 
practical rigid-frame design combina- 
tions are outlined. Technical Dept., 
Douglas Fir Plywood Assn., 1119 A 
St., Tacoma 2, Wash. 
On Free Data Card, Circle 204 


Five New Steels 
from Bethlehem 


New 16-page engineering and design 
booklet describes the new Bethlehem 
“V” steels—a wide range of low-cost, 
high-strength steel shapes and plates 
for construction and general purposes. 
The five grades of “V” steels provide 
minimum yield points from 45,000 psi 
to 65,000 psi. Booklet covers their 


strength, corrosion resistance, work- 
ability, weldability, abrasion resis- 
tance, notch toughness, mechanical 
properties, chemical composition, and 
cost. Publications Dept., Bethlehem 
Steel Co., Bethlehem, Pa. 

On Free Data Card, Circle 205 


Roofing Specs 


1962 edition of Built-Up Roofing 
Specifications, 28 pages, gives data, 
details, and specifications on all Carey 
bonded built-up roofs. A roof-selector 
guide opens the catalog, serving as 
table of contents. Then follow general 
requirements for built-up roofing on 
nailable and non-nailable decks. Appli- 
cation information includes details on 
steep deck and dead-level roofs, spray- 
pond roofs, promenade-tile roofs, roof- 
ing over existing roofs, and insulation. 
Construction details cover ventilators, 
flashing, pitch pockets, concrete curbs 
with ventilators, gravel stops and gut- 
ters, etc. The Philip Carey Manufac- 
turing Co., 320 S. Wayne Ave., Cin- 
cinnati 15, Ohio. 
On Free Data Card, Circle 206 


Winners in Ruberoid’s 
Hospital Competition 


Winning entries in last year’s design 
competition sponsored by The Ruber- 
oid Company have been published in a 
52-page book. The program—third an- 
nual competition sponsored by Ruber- 
oid—called for the development of 
comprehensive medical-care facilities 
in a hypothetical community. Seven- 
teen outstanding hospital designs are 
presented in the book, with site plan, 
elevations of principal buildings, and 
details of various types of nursing 
units. Each facility is designed to be 
expanded from 200-bed to 500-bed 
capacity. Write (enclosing $1.00) to: 
The Ruberoid Co., 733 Third Ave., 
New York 17, N. Y. 


Concrete Compounds 


Booklet, 12 pages, gives full product 
information on 34 Sika concrete and 
masonry compounds. Products are pre- 
sented under five headings: admix- 
tures; joint sealers; surface treat- 
ments (retardants and metallics) ; sur- 
face treatments (coatings, impregna- 
tions, and two-component systems) ; 
апа quick-setting materials. Brief 
paragraphs list composition, use, ad- 
vantages, and proportion or coverage. 
Sika Chemical Corp., 29-53 Gregory 
Ave., Passaic, N. J. 
On Free Data Card, Circle 207 
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ARCHITECTS! 


YOU CAN HAVE 
MORE BEAUTIFUL, 
STRONGER, 


MASONRY WALLS 
with 


WAL-LOK 


MORTAR JOINT REINFORCING 


BECAUSE: 


THE EFFECTIVENESS OF REINFORC- 
ING IN MASONRY WALLS DEPENDS 
ON THE AMOUNT AND TENSILE 
STRENGTH OF THE STEEL IN THE 


MORTAR AND THE BOND OF THIS 
STEEL TO THE MORTAR. 


WAL-LOK puts 19.2% more 


steel in the mortar where it counts. 


WAL-LOK is double deformed 


for maximum bond. 


TENSILE STRENGTH of stee! 


is retained. 


PROJECTING CROSSRODS 


give 4 mortar locks at each weld. 


CROSSRODS noia WAL-LOK 


up for complete embedment. 


WAL-LOK, in. all grades, 


complies with or exceeds Gov- 


ernment specifications. 


see our catalog in 


Write for New 
Descriptive Brochure 
and Name of Dis- 
tributor nearest you. 


WAL-LOK 


DIV. of LENAWEE PEERLESS, Inc. 


P. O. BOX 516 
ADRIAN, MICHIGAN 


For more information, circle No. 353 


Lightweight Concrete 
for Roofs and Floors 


New 8-page catalog describes proper- 
ties and applications of 'Permalite" 
concrete aggregate for roof decks and 
floor fills. Booklet points out advan- 
tages — insulating efficiency, light 
weight, and fire safety. Detail draw- 
ings show the product's use as insula- 
tion in roof-deck systems, and also in 
flooring systems with radiant heat or 
cellular steel floors, Specifications, plus 
information on mixing and curing, are 
provided. Perma Products Dept., Great 
Lakes Carbon Corp., 612 S. Flower St., 
Los Angeles 17, Calif. 
On Free Data Card, Circle 208 


Laminated Wood 


Catalog, 8 pages, presents glue-lami- 
nated beams and arches formed of 
Eastern spruce, Douglas fir, and 
Southern yellow pine. Specifications 
and typical load tables are provided, 
and photographs show several installa- 
tions. Brochure also states the par- 
ticular advantages offered by struc- 
tural wood—greater pound-for-pound 


| strength, design freedom, fire safety, 


and economy. Wood Fabricators, Inc., 
400 Portland St., Cambridge, Mass. 
On Free Data Card, Circle 209 


Curtain-Wall Systems 


1962 catalog on curtain-wall systems, 
12 pages, presents examples of the 
various Albro curtain walls and their 
structural applications. Features are 

Continued on page 82 


CORPORATION 


Aluminum 


EXPANSION 
JOINT 
COVERS 


This is the new E-L 
Expansion Joint Cover— 
available in a range to 
answer all requirements for 
floors, ceilings, and interior 
or exterior walls. 


E-L covers, of fine quality ex- 
truded aluminum, are exception- 
ally sturdy, strong, and efficient. 
They are well-made. And they 
give a trim look to interiors and 
exteriors. 


At the same time, they afford the 
particular economies synony- 
mous with modern aluminum ex- 
trusions. A low first cost, a long 
range savings in long life and 
little upkeep. . 


E-L covers are supplied for 1”, 
12”, and 2" expansion or con- 
traction. Their efficiency is under- 
scored by the design concepts 
hinted at in the cut-away above 
But consider these features too 


PATTERNS: Plain plate shown; four 
different patterned plates and spe- 
cial abrasive plates also available. 


MATERIALS: All members extruded 
aluminum. Abrasive plates have alu- 
minum oxide particles embedded 
in surface. Filler strips of abrasive- 
resistant extruded vinyl. Aluminum 
anchors self-locking and adjustable 
for desired centers. 


FINISHES: Mill or beautiful satin 
finish. An array of color finishes 
too, selected to harmonize pleas- 
ingly with tile or terrazzo, 


Our NEW е 
CATALOG gives 7 
complete data— j 
write for it! к, 7 
Samples also (Тш. 
supplied on Жы. 
request. | У, 


(С с EXTRUDED LOUVER CORP. 


Williamsport, Pennsylvania 
® Architectural Specialties in Aluminum 


CORPORATION 


For more information, circle No. 394 
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$393 


... another big advantage—when you 
install 
fittings for drainage plumbing 


у” 


- adii 


When you use Streamline tube and fittings 
on à job, even complex plumbing trees can 
be easily handled by one man. A 20' length 
of corrosion-resistant type DWV tube weighs 
only 34 Ibs.,1/s5th the weight of old-fashioned 
rustable material. Pre-assembling copper is 
easy in the shop or at the site—and requires 
only a few on-the-job connections to com- 
plete the installation. 


U ШЕВ 


For more information, turn to Reader Service card, circle No, 362 


BRASS СО. 


Joints aren't affected by vibration in trans- 
it, either. Work is easier,too, because there's 
no caulking, threading or heavy wrench work 
to do when you use Streamline solder-type 
fittings and tube that fit together perfectly 
because they're made for each other. 


Next time—install Streamline copper tube 
and fittings—the modern material for both 
supply and drainage. 


PORT HURON 27. 


ne: copper tube and 


Write today 
for new 
Catalog S-361 


MICHIGAN 
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NEW FROM JOHNS-MANVILLE: 
THE 


VENTSULATION. 
SYSTEM 


„А built-up roof 
that “breathes” 


The new J-M Ventsulation Roof System is an exciting 
major development in built-up roofing. As the model 
roof section shown above clearly demonstrates, it is now 
possible for air and moisture to “ventilate out” of the 
roof assembly, both during construction and throughout 


"72 


the life of the roof. Now—for the first time—it is possible 
to eliminate the blistering, cracking and premature 
failure once caused by sealed-in air and moisture that 
had no way to escape! 

Here’s how this unique new Johns-Manville system 
allows a built-up roof to “breathe.” The Ventsulation 
Felts are of heavy asbestos, asphalt-saturated and 
coated, with large mineral granules embedded in the 
underside. The felts are applied to the deck granule side 
down, thus providing millions of tiny passages between 
felt and deck for free outward passage of air and mois- 
ture. 

Each unit of the roof insulation itself—either J-M 
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Roofinsul or J-M Fesco Board—is kerfed on all four 
edges. This provides still another avenue for air and 
moisture to travel out of the roof assembly through vent 
spaces at the edges of the roof. VENTSULATION FELT 

The new Ventsulation System can be applied over | BUIERUP ROOFING ЖЫ с=с ыды 
any type of roof deck ... requires no special application | 
techniques. The finished built-up roof and flashings are 
applied in the usual way. 

You сап get complete details about this unique and 


VENTSULATION 


important new breakthrough in roofing by writing for - IRA 
Booklet BU-125A. Address Johns-Manville, Box 158, J -M 4 

Пері. PA862, New York 16, N. Y. Іп Canada: Port OHNS ANVILLE ӘМ 
Credit, Ont. Cable: Johnmanvil. BUILT-UP ROOFING PRODUCTS PRODUCTS 


For more information, turn to Reader Service card, circle No. 345 81 


Manufacturers’ Data 


Continued from page 78 

described and the units are detailed. 
Of special interest is a general discus- 
sion of specifications, in which the 
architect is advised as to responsibili- 
ties of bidders, precise extent of work, 
quality of performance expected, de- 
scription of all materials, and require- 
ments of workmanship. Albro Metal 
Products Corp., 944 Longfellow Ave., 
New York 59, N. Y. 

On Free Data Card, Circle 210 


DOORS/WINDOWS 


Weatherstrip Manual 


А 24-page weatherstrip catalog has 
been prepared for architects and speci- 
fications writers by Pemko Manufac- 
turing Company. Many ways of sound- 
proofing, lightproofing, and weather- 
stripping of doors are illustrated, with 
most details drawn at full scale. Items 
include complete lines of thresholds, 
saddles, and both roll-formed and ex- 
truded weatherstrip for doors and 
windows. Pemko Manufacturing Co., 
5755 Landregan St., Emeryville, Calif. 
On Free Data Card, Cirele 211 
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Prefinished Doors 


Formica Corporation’s line of pre- 
finished *Lifeseal" doors for commer- 
cial and institutional interiors is de- 
tailed in new 8-page folder. Specifica- 
tions are outlined for the complete 
Lifeseal line, which includes standard 
wood-core doors, fire doors, and lead- 
lined X-ray doors. Doors are com- 
pletely finished in any of the 83 
Formica patterns, colors, or wood 
grains; they are pre-mortised for hard- 
ware, also sealed against moisture with 
wood preservatives. Formica Corp., 
4614 Spring Grove Ave., Cincinnati 32, 
Ohio. 
On Free Data Card, Circle 212 


ELECTRICAL EQUIPMENT 


New Lighting Troffer 
Also Heats, Cools 


A complete manual for specifying air- 
handling troffers is available from the 
Benjamin Division of Thomas Indus- 
tries, who recently introduced “Lumi- 
Flo Triple Shell" combination light- 
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ing, heating, and  air-conditioning 
troffers. The new troffer meets re- 
quirements of any installation, whether 
of modular or open construction. Com- 
plete design freedom is possible with 
three air-handling capacities. One of 
Lumi-Flo's most important features is 
that the air passageway is completely 
isolated from the troffer housing by 
an insulating air space, thus removing 
the possibility of temperature varia- 
tions affecting the light output of the 
unit. Other exclusive features include 
increased air capacity, no lamp flicker- 
ing, longer ballast life. The 40-page 
bulletin gives installation recommen- 


L-PETERSON- | 


Tailored to fit any given open 
or closetted wall area. Smart 
in design and modern in 
“gold’ 
anodized finishes and combina- 
tions. Quality built — closed- 
end aluminum tubing, rigidly 
held in cast aluminum brackets | 
that are adjustable for height 
in dovetailed mounting extru- 
sions. Brackets also adjustable 
to any desired centers. 


Write for Bulletin CL- 510 


“clear”, 


Detail shows how dove- 
tail extrusions (which 
mount on any centers) 
hold brackets at any de- 
sired height. 


iWOGEL-PETERSON COMPANY 
ELMHURST, ILLINOIS 


ROUTE 83 & MADISON STREET * 


For more information, turn to Reader Service card, circle Мо, 395 
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deep etched 


CUT LOADING COSTS! 


Affords smooth, efficient handling of load- 
ing or unloading at your dock. Many ex- 
clusive features available only in Dock 
Mate such as the ability to position lip 
into truck at any position desired. 


Safety for operator as well as equipment. 
Several positive and exclusive safety fea- 
tures available only in Dock Mate. 


Two basic models, the Dock Mate leveler 
and the Dock Mate Retractable leveler. 
Users report up to 50% savings in loading 
costs over manually handled dock plates. 
Installation can be made on your existing 
dock, built into new installations or cus- 
tom built installations. 


Write, wire or ‘phone today for full information and name of 
your nearest distributor. 


EQUIPMENT COMPANY 


968 AUSTIN AVENUE œ 


ALBION, MICHIGAN- 
NA-9-3908 


For more information, turn to Reader Service card, circle No. 384 
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Accurate prismatic structure and lasting clarity of light- 
control lens are made possible by PLexiGtas acrylic plastic. 


Control lenses molded of PLExicLAs mounted in continuous rows in library of County of Sonoma school administration building, Santa Rosa, 
California. Architects: Steel & Van Dyke, Santa Rosa. 


Plexiglas...for lighting that stands out and stands up 


When lighting equipment includes control lenses 
molded of PLEXIGLAS® acrylic plastic, the result is 
illumination of the highest quality. This is because 
PLEXIGLAS makes possible a precisely designed op- 
tical element that directs light to the area where it 
is required and, at the same time, minimizes the 
surface brightness of the lens as seen from nor- 
mal viewing angles. 


In addition, lenses of PLEXIGLAS remain free of dis- 
coloration even after years of exposure to fluores- 
cent light. They are strong and rigid yet light in 
weight, resulting in safety overhead and ease of 
maintenance. And the crystal clarity of PLEXIGLAS 
assures full utilization of light. 


PLEX'GLAS 


For more information, turn to Reader Service card, circle No. 371 


Full details on the use of PLEXIGLAS as a lighting 
material are contained in our 40-page technical 
bulletin “PLEXIGLAS for Lighting". We will be 
glad to send you a copy. 


ROHM E 
HAAS = 


PHILADELPHIA 5, РА. 


In Canada: Rohm & Haas Co. of Canada, Ltd., West Hill, Ontario 
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IS PRE-FINISHING 
A VENEER 
COVER-UP? 


NOT 
AT 
EGGERS 
OF 
TWO RIVERS 
WISCONSIN 


Since 1884, Eggers has cut and 
matched veneers into the warm 
beauty of Architectural Plywood 
Panels and Solid Core Doors. 
Eggers’ appreciation of this beauty 
of fine veneers is expressed in 
each pre-finished panel and door. 
Only the finest custom-matched 
Veneers are chosen by Eggers, 
whether or not the job calls for 
pre-finishing. Where the art of 
toning and filling is called for, 
Eggers fine craftsmen do this 
operation ONLY by hand. Then the 
fully automated finishing line in- 
sures smooth, even application of 
a special hot airless spray of cata- 
lyzed synthetic material. With this 
finish, fading is practically elimi- 
nated — abrasion and marring are 
minimized. The latest production 
equipment combines with Eggers' 
hand-craftsmanship to preserve 
and enhance the beauty of every 
Eggers Architectural Plywood Panel 
and Solid Core Door. 

Choose standard finish or cus- 
tom finish. Eggers offers the 
architect both, to his exact speci- 
fications. 

Let us bid on your next project. 
Your inquiries will be answered 
promptly and fully. 


Quality Manufacturers since 1884 


= 


EGGERS PLYWOOD COMPANY 


Two Rivers, Wisconsin 
Telephone 793-1351 
16c 


See Sweet's File No. tG 


For more information, circle No. 333 
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dations, air-distributing data, illumi- 
nation data, and ceiling-application 
drawings. Benjamin Div., Thomas In- 
dustries Inc., 207 E. Broadway, Louis- 
ville 2, Ky. 

On Free Data Card, Circle 213 


Circuit Breakers 


New 8-page bulletin discusses circuit 
breaker and enclosure types for spe- 
cific needs. The bulletin opens with 11 
reasons for choosing breakers, then 
reviews I-T-E’s complete line of 
molded-case breakers for industrial, 
commercial, and service-equipment ap- 
plications. Items covered are 4 basic 
types of breakers, 9 standard enclo- 
sures, and 4 accessories for special 
applications. Enclosure types are wall- 
mounted, flush-mounted, outdoor rain- 
tight, dust-resistant, and hazardous 
atmosphere. I-T-E Circuit Breaker 
Co., 1900 Hamilton St., Philadelphia 
30, Pa. 
On Free Data Card, Circle 214 


FINISHERS/PROTECTORS 


Sprayed Fireproofing 


New “Albi-Clad” lightweight sprayed 
fireproofing for 1-hour rating on light- 
frame steel structures is described in 


4-page technical bulletin. The bulletin 
outlines the application of Albi-Clad 
for 1-hour protection on residential, 
school, institutional, and assembly 
buildings, and as a general fireproofing 
directly on exposed steel in industrial 
and commercial structures. Among the 
product’s features are its low weight 
(less than 8 oz/sq ft), high abrasion 
resistance, no flaking or dusting, high 
sound absorbency, ease of application, 
and low cost. Albi-Clad Div., Albi 
Manufacturing Co., Inc., 98 E. Main 
St., Rockville, Conn. 
On Free Data Card, Circle 215 
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wherever there's... 


A 


men who know tile floors 
best, specify and install 


HYDROMENT 


JOINT FILLER 


Wherever there’s food handling, there’s 
sure to be spilling, dripping and drop- 
ping. Ordinary grouts can’t withstand 
the corrosive attack of food acids and 
alkalies. That’s why Hydroment Joint 
Filler was specified for the quarry tile 
kitchens and cafeterias of No. 1 Chase 
Manhattan Plaza. It forms a perman- 
ently tight, dense, joint — non-toxic, 
odorless, highly resistant to wear and 
corrosion. It inhibits bacteria growth; 
very easily maintained. Widely used with 
brick or tile for over 20 years in cafe- 
terias, restaurants, hotels, 
motels, hospitals, schools, 
etc... . wherever there is 
mass feeding and mass 
housing. Seven colors, plus 
black and white. 


see our catalog in 


or write for сору 


13d/Up 


зад, 


Architect: 

Skidmore, Owings & Merrill 
General Contractor: 

Turner Construction Co. 
Tile Contractor: 

Peter Bratti Associates, Inc. 


Pioneers in Industrial Research Since 1881 


THE UP CO co. 


4805 LEXINGTON AVE. * CLEVELAND 3, OHIO 


in the West: HYDROMENT, INC. 
829 N.Coffman Drive * Montebello, Calif, 


For more information, circle No. 390 
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HI-STRESS SLABs? 


B" CONCRETE BLOCK 
BEARING WALLS 
BETWEEN CLASSROOMS 


CORRIDOR 
WALL. 


EXTERIOR 
WALL. 


SCHOOL WITH CLASSROOM SKYLIGHTS. Flexicore Hi-Stress slabs with two 2” stress-relieved strands clear span the 
29-6” width of the rooms, are designed to carry 40 psf roof load. Four slabs, two on each side of skylight, have three 
%” strands to carry the extra load of the skylight. 


New Hi-Stress Flexicore Slabs Combine Longer Spans, 
Greater Loads, Improved Structural Performance 


ROOF - 40 PSF LOAD 


32' CLEAR SPAN 


FLOOR - 40 PSF LOAD 


29' CLEAR SPAN ——— — — — — —- 


FLOOR - 60 PSF LOAD 


Е 25' CLEAR SPAN ———] 


FLOOR - 125 PSF LOAD 


а 20' CLEAR SPAN ڪڪ‎ 


STANDARD SLABS, 40 PSF L.L. 3 


PARTS STORAGE 


X 16 HI-STRESS WITH 


8 
/ 2" TOPPING, 125 PSF L.L. 


GARAGE 
AREA 


гг 


PARTS DEPARTMENT FLOOR in garage was designed 


for 125 psf superimposed load. Two inches of concrete 
topping on Hi-Stress floor gave a composite design to 
adequately handle this load on the 23’ clear span. 
Standard Flexicore slabs were used on the roof. 


PLASTIC WATERPROOF 
COATING OVER 
INSULATING CONCRETE 


WELD PLATES 
IN SLABS WELDED 
TO STEEL FRAME 


TYPICAL LOAD AND SPAN combinations for 8 x 16 Hi- 
Stress Flexicore slabs. Superimposed loads shown may be 
increased with composite design. 


32' 
UNDERSIDE OF HI-STRESS 
SLABS EXPOSED AND PAINTED 


Section AA 


LA 


ONE-STORY COMMERCIAL BUILDING ROOF DESIGN requires only a steel frame on each side of the building to carry 8-inch Hi-Stress units on long clear 
span. Design can be repeated in any direction for larger building. Underside of slabs was exposed for neat, maintenance-free ceiling. 


Floor or roof slabs erected quickly 


1 


New 8" x 16" Hi-Stress units are fully pre- 
stressed slabs (f. 175,000 psi) cast in steel 
forms, with stress-relieved strands tensioned 
before concrete is poured. Appearance is sim- 
ilar to standard: Flexicore slabs which use 
pretensioned intermediate grade steel bars. 
For more information on these projects, ask 
for Hi-Stress Flexicore Facts 2, 4 & 5. Write 
The Flexicore Co., Inc., Dayton, Ohio, the Flexi- 
core Manufacturers Assn., 297 S. High St., 
Columbus 15, Ohio or look under "Flexicore" 
in the white pages of your telephone book. 


For more information, turn to Reader Service card. circle No. 334 
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SCHOOL 


Harwood K. Smith 
and Partners 


In modern, spacious Hock- 
aday School in Dallas, : 
Texas, 20 ampere Rocker- Architects 


Glo switches control the Hall-Fisk Electric 
lighting in all areas. Company 
Electrical Contractor 
Gregerson & Gaynor 
Mechanical and 
Electrical Engineers 


Robert E. McKee 
General Contractor 


As many architects and 
electrical contractors are 
discovering . . . there's a 
good reason for specifying 
P&S wiring devices. 


P&S wiring devices are UITIUM? 
time-tested for the high- F1 RD 
est quality, and most I 


functional design. P&S aS. 
Rocker-Glo can be used on Ed 
fluorescent and tungsten : 
filament lamp loads at full 
current rating. 


ت تان هشقن 


Always insist on the best 
„ . . Performance Specified 
P&S wiring devices. For 
more information write 


Dept. PA-862. 


PASS & SEYMOUR INC. <> 
SYRACUSE 9, М. Y. 
BOSTON CHICAGO LOS ANGELES SAN FRANCISCO 


For more information, turn to Reader Service card, circle No. 364 
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Мика кке 


Rocker-Glo,,2231 


> 
Jounson 


“Heat Sewant" 


Aatomatic Bodler- Carner Units for 
HOT-WATER SUPPLY ««« HOT-WATER HEATING 


These handsome units are engineered to a new high point of heating effi- 
ciency to bring you lower water-heating costs and more years of trouble free 
service. They are powered by Johnson's famous Bankheat Burners which 
can be fired on Oil on Gas, or on Combination Oil-and-Gas. 


There are 2 space saving Vertical “Heat Servant” Models built in a wide 
range of sizes from 80 to 1000 MBH ... and 2 Horizontal Models (of 
3-pass Scotch Boiler type) that range from 100 to 2000 MBH in size . . . 
making it possible to get exactly the right size and type. All “Heat Servant" 
units are factory assembled, wired and tested. 


Whatever your need may Бе... domestic hot-water supply . . . or heating a 
building with hot water (or low-pressure 
steam), there's a Johnson ‘‘Heat Servant" 
that will do the job better and more econom- 
ically. May we send detailed descriptions and 
data? 


S. T. JOHNSON CO. 


940 ARLINGTON AVE. CHURCH ROAD 
OAKLAND 8, CALIF, BRIDGEPORT, PA, 


For more information, turn to Reader Service card, circle No. 346 


“Instant Stonehenge.” 

“The first breath of fresh air in the design of 
Washington monuments in many a decade.” 

“Bookends just out of a deep freeze.” 

“A simple, strong, sculptural and architectural statement 
in. terms of today.” 


192 pages, 6 x 9, approx. 
350 photographs (over | 
300 of the entries). $6.95 ы 


READ тне ARCHITECTURE оғ MONUMENTS 


THE FRANKLIN DELANO ROOSEVELT 
MEMORIAL COMPETITION 
by THOMAS CREIGHTON 
Editor of PROGRESSIVE ARCHITECTURE 


LE ARN The concepts behind the architecture of 


monuments and memorials. 


KNOW The background of this highly controversial 
competition and the facts behind the critical 
storm. 


REINHOLD BOOK DIVISION 
Dept. M-142; 430 Park Avenue, New York 22, N. Y. 
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Integral Coloring 
for Concrete Floors 


Catalog, 4 pages, describes the integral 
coloring and abrasion resistance of 
concrete floors that is possible with 
“Colorundum.” Applications both by 
topping method and monolithic method 
are outlined. Also discussed are scor- 
ing procedures, proportions, colors, 
and recommended methods for inten- 
sifying the color and sealing the sur- 
face. Color card shows the 11 colors 
available. A. C. Horn Div., Sun Chemi- 
cal Corp., 2183 85th St., North 
Bergen, N. J. 
On Free Data Card, Circle 216 


INSULATION 


Insulation Calculator 


A new urethane heat-transfer calcula- 
tor, which can also be used with con- 
ventional insulating materials, is of- 
fered by Allied Chemical’s Barrett 
Division. The calculator permits sim- 
ple selection of insulation thicknesses 
for flat surfaces and pipe, based on 
a range of thermal conductivities that 
includes Barrett’s standard urethane 
(K = .15), Barrett’s urethane roof in- 
sulation (К = .13), fiberboard insula- 
tion, and all other insulations. Product 
News Section, Barrett Div., Allied 
Chemical Corp., 40 Rector St., New 
York 6, N. Y. 
On Free Data Card, Circle 217 


SANITATION / PLUMBING 


Piping Materials 


Properties of UPVC (unplasticized 
polyvinyl chloride) piping are com- 
pared with those of other piping ma- 
terials in new chart from Tube Turns 
Plastics. Physical and chemical quali- 
ties and costs, are tabulated for pipe 
and fittings of plastic materials, steel, 
aluminum, copper, and plastic-lined 
Steel. Tube Turns Plastics Inc., 30th 
and Magazine Sts., Louisville 11, Ky. 
On Free Data Card, Circle 218 
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METAL EDGE 


VINYL SEAL 


PANELS AVAILABLE TO MEET 
ANY SOUND RETARDING 
SPECIFICATIONS 


WIDE RANGE OF 
HEAVY-DUTY HARDWARE 
TO MEET SPECIFIC 
REQUIREMENTS 


MANUAL OR AUTOMATIC 
OPERATION 


„PLUS many other important fea- 


tures that assure efficient service and 
dependable operation. R-W Folding Par- 
titions and Moveable Walls are available 
in a wide range of types and sizes to 
meet almost any conceivable requirement. 
Produced and backed by specialists in this 
field with over 80 years of engineering 
and manufacturing experience. Sold and 
serviced by factory-trained Application- 
Engineers who are available for free con- 
sultation service at your request. 


Richards-Wilcox 


MANUFACTURING COMPANY 


120 Third St., Aurora, ІІІ. © Branches in Principal Cities 


For complete 
information, 
request your free 
copy of Catalog 
No. 602 


For more information, turn to Reader Service card, circle No. 370 
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CONSTELLATION HOURGLASS 


For worship or for work 


Stained glass window in 
Cathedral Chalons-sur-Marne, France, 
admired since the twelfth century. 
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АССЕМТ 


INFINITY 


....beauty that endures 


e For serenity in a church, for inconspicuous 


and subtle beauty in a library; for a wide range of 
architectural objectives, consider Lo-Tone Constella- 
tion mineral acoustical ceiling tile, embellished with 
our three sculptured patterns — Hourglass, Accent or 
Infinity. № These Lo-Tone mineral tiles, shown above, 
offer great design flexibility when used in combination. 
Or, any one of the sculptured patterns may be used 
alone, in highly interesting and attractive geometrical 
designs. Many such handsome Lo-Tone mineral ceil- 
ings may now be seen in churches, schools, hospitals, 


For enduring beauty, specify .. . 


apartments, and in sleek new office buildings. № The 
passing years won't dim the beauty of your Lo-Tone 
mineral ceilings, for these minerals endure in the way 
that the stained glass window endures. And Lo-Tone 
ceilings provide superior sound absorption, light re- 
flection, and dimensional stability. № For an АТА 
Catalog showing the full line of Lo-Tone tiles and 
ceiling boards, regular and fire-rated, please write us. 
We can also send, free, an ingenious designer's kit 
containing tiny facsimile tile for experimentation. 
Address Wood Conversion Co., St. Paul 1, Minn. 


ПСО-ТООММЕ-” MINERAL ACOUSTICAL CEILING TILE 
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be narrow-minded 
about narrow washrooms 


(only one fixture’s perfect) 


BRADLEY 
WASHFOUNTAINS 


When washrooms narrow to a minimum, the 
washfixture choice narrows to Bradley. A 
Bradley Duo, for example, extends only 16” 
from the wall and a semi-circular Washfoun- 
tainas little as 22” —yet they increase wash- 
room capacity significantly and save over 
25% in floor space! 


They speed traffic flow. Their foot opera- 
tion cuts disease contact — hands touch 
only clean water. And they cut installation 
costs 50% or more compared to basins. 


There’s a Bradley for any size washroom, 
no matter how small or narrow. Spin the 
circle in your preliminary planning; Begin 
with Bradley! 


Ask your Bradley representative for 
assistance on specific applications. 
Write for catalog No. 6004. Bradley 
Washfountain Co., 2277 W. Michigan 
Street, Milwaukee 1, Wisconsin. 


62-122 


For more information, turn to Reader Service card, circle No. 327 


Sen SAG 
ousted 5 : 


4 v Зо ЖА жы; 
Architect: Edward Н. Fickett 

Contractor: Lee Lauger 

О C e C О m e Decorator: Arthur Elrod 


YOUR WONDERFUL WIZARD OF WALLS The distinctive trend 


toward concrete masonry home construction is a success story unduplicated by any other 
building material on the market. What makes block so significant suddenly? Fire-safety? 
Block's always had it. Sound absorption? Nothing new with block. Self-insulation? Had 
that, too. Block has simply become more fastidious about high fashion. More elegant 
sizes, shapes, colors and textures are offered than ever before. Block gives more handsome 
home per dollar— wall-to-wall fashion without the wall-to-wall financing you usually 
face with lesser materials. Your local NCMA member can give you complete details. 


NATIONAL CONCRETE MASONRY ASSOCIATION • 1015 WISCONSIN AVENUE, N.W. e WASHINGTON 7, D.C. 


GALVANIZED STEEL 
DUCTS* are strong and 
rigid, permit long spans 
with few supports, go 
up in a jiffy, expand and 
contract less. 


STEEL PIPE INSTALLS 
FAST, WORKS EASILY. 
It’s ideal for drainage, ven- 
tilation, water, and gas lines. 
And steel pipe is still the 
lowest-cost pipe you can buy. 


HIGH-STRENGTH BOLTS 
speed connections. It takes 
just seconds—and just two 
men—to tighten. Bolters 
follow on the heels of erectors, 
eliminating costly delays; 
formwork no longer has to 
trail two stories behind. 


OPEN-WEB STEEL JOISTS 


come fully fabricated and 
tagged, ready for placing. 
Two men or a simple derrick 
can lift them into place. Just 
field-weld to secure perma- 
nently. They allow for easy 
passage of pipe, wires, con- 
duit—even heating lines— 
in any direction. 


: Steel 


for Strength 
... Economy 
... Versatility 


RIGID STEEL CONDUIT* 


hurries wiring. Fish tapes 
can’t damage its smooth, 
hard interior; wiring is easy 
to pull in. And steel conduit 
provides the most depend- 
able wiring protection. 


S t eel Sa ves Tim e Shop-fabricated structurals and Bethlehem steel joists 


arrive ready to go up. No falsework, no delays because of weather. Long 
before the frame is completed, other trades can move in and get started. 
You can make—and keep—a completion promise when you build with steel. 


Steel Sa ves M on ey A steel framework goes up fast—two stories or 


twenty. No extra, wasteful operations. Steel products like Bethlehem's 
Slabform (our solid centering) save you both time and materials compared 
to flexible-type centerings. 


Steel Is So Dependable Deliveries are fast. Steel has strength to 


spare. Non-warp, non-sag construction holds down maintenance costs. 
Fire-safety is up. We'd be glad to discuss your next building with you. 
Perhaps we can show you ways you can save time and money with today's 
steels for construction. 


-———— PREFABRICATED STEEL WALL PARTITIONS* 
do away with slow on-site construction of interior 
walls. Easy to handle and install—and to take down 
and re-erect—these colorful panels make possible 
many variations in interior room arrangement. 


cine 


PORCELAIN-ENAMELED STEEL PANELS*, ----»- 
for colorful curtain wall construction, come : 
ready for installation, fasten to the structural 
steel frame in minutes. These panels not only 
save valuable erection time, but the space and 
weight of heavy masonry walls as well. 


SLABFORM speeds pouring of con- 
crete floors and ceiling slabs. No 
blocking, no bracing; compared to 
flexible-type centerings, it saves 
money. Slabform quickly provides a 
safe working platform for all trades. 


* Bethlehem does not make these finished products, but does supply 
new Bethnamel sheets for porcelain-enameled curtain walls; 
cold-rolled steel sheets for wall partitions; Bethcon galvanized 
steel sheets for ductwork; and steel pipe for rigid steel conduit. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. Export Sales: Bethlehem Steel Export Corporation 


BETHLEHEM STEEL 


Terrazzo 


` AR 


BEAUTIFUL... 
EASIEST TO MAINTAIN... 
LOWEST COST PER YEAR... 


United Air Lines Ticketing Building 
Los Angeles International Airport. 
Terrazzo Contractor: Corradini, Venetian, 
Consolidated; Joint Venture 
Architect: Charles Luckman and Associates, катание 
Welton Becket and Associates, f 
Paul R. Williams and Associates; 
Joint Venture 
General Contractor: Robert E. McKee, 
General Contractor Inc. 


d EXPRESS Gi 
ДЫ 


The huge floors of the United Air Lines Ticket- 
ing Building at Los Angeles International 
Airport are terrazzo. This terrazzo was made 
with Trinity White Portland Cement and 
white marble chips. 

No other floor has ever approached ter- 


Useful Booklet... Free оп Request 
Full color reproduction of 24 of the 
most popular color combinations for 
terrazzo floors made by direct photo- 
graphy from samples furnished by the 
National Terrazzo and Mosiac Asso- 
ciation, Inc. 


ЖҮЛЛСІЗ : » 
ANB эы razzo's long life and low cost. 


эк TU e pt V 


Studies published by the National 'Ter- 
razzo and Mosaic Association show that 
terrazzo will usually prove 206 a square foot cheaper at the 
end of the first 10 years than the next best wearing floor 
material. The savings made by terrazzo in maintenance and 
replacement costs soon overcome its higher first cost. Where e 
the life of a building reaches 50 years a terrazzo floor may 
easily earn savings amounting to more than its original cost. 

Terrazzo should always be first choice for heavy traffic 


PORTLAND CEMENT 
A product of GENERAL PORTLAND CEMENT COMPANY 


floors. It is being used more and more as a floor for the сваю Chicago, inalê хе, Tennesase . 

1 3 allas, Texas « Fort orth, exas • ouston, exas 
home. Its beauty and ease of maintenance makes it popular Fredonia, Kansase Fort Wayê, Indianas dackaan, Michi- 
everywhere. gan • Tampa, Florida * Miami, Florida • Los Angeles, Calif. 
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DETAIL or STUDENT Project, HARVARD URBAN Певісх CONFERENCE (page 105) 
Nicut View or Stupio House (page 116) Photo: Alexandre Georges 


DESIGNING INTER-CITY GROWTH: Harvard’s 6th Urban Design Conference 
The Next 50 Million Americans: Where Will They Live? by Frederick Gutheim 
New Towns 

Corridors 

Peripheral Growth 

Rationalized Sprawl 

Four Trends, by Catherine Bauer Wurster 
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ЅЕАЅІрЕ House: Pride’s Crossing, Massachusetts; Lawrence, 
Shannon & Underwood, Architects and Engineers 


Vacation House: Foxboro, Massachusetts: Rolland D. Thompson, Architect 
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John Kruse, Associate 

AESTHETICS AND REGISTRATION: PRACTICE OF ARCHITECTURE 

By Don Hawley 
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NTER-CITY GROWTH 


Harvard’s Sixth Urban Design Conference 


In 1956, PROGRESSIVE ARCHITECTURE reported the First Urban 
Design Conference conducted by the Graduate School of Design 
at Harvard University, co-sponsored by the School's Alumni Asso- 
ciation. This year, in April, the sixth in this important annual 
series was held. In opening the conference, Dean Jose Luis Sert 
pointed to the manner in which these discussions have followed 
the increasingly wide scope of urban design itself, from general- 
ized considerations of the shape of ihe city, and specific analysis 
of individual elements such as large-scale residential improve- 
ments, the urban school, and the influence of the urban institu- 
tion, public or private, to this years study of the ever-increasing 
areas of inter-city growth between the defined city centers. 

The procedure that has developed at Harvard's Urban Design 
Conference is for several panels to meet separately, after а com- 
mon opening session, to consider different aspects of the same 
problem, and then report back in a closing session. This year 
there were four panels, each discussing a possible method of inter- 
city growth. The topics were New Towns (characterized as dots 
in the inter-city area); Inter-City Corridors (lines radiating out 
from the center); Concentrated Peripheral Growth (considered 
as rings growing around the city); and Rationalized Sprawl. 
On succeeding pages are condensations of the reports from the 
four panels. The introduction to the conference was given by 
Frederick Gutheim; excerpts from his talk are reported below. 


THE NEXT 
50 MILLION AMERICANS— 
WHERE WILL THEY LIVE? 
By Frederick Gutheim* 


It has become ritualistic to remind our- 
selves that during the next 40 years the 
population of the United States will grow 
by some 50 million, substantially all of 
which will increase that two-thirds of 
the present population that lives in the 
212 standard metropolitan areas defined 
by the census. Without quibbling about 
statistics, let us estimate that the next 
50 million people will actually settle in 
the inter-urban belts that substantially 
connect today such 500-mile “cities” as 
Portland, Maine, to Hampton Roads, 
Va.; New York - Chicago - St. Louis; or 
San Francisco to San Diego. Sixteen such 
inter-urban belts may well embrace the 
future growth of the United States. 

The design of inter-urban areas—what 
happens between cities, and as large 
metropolitan areas grow—thus becomes 
a cardinal problem of urban design, an 
art and a profession that is barely five- 
years old. Recent advances in aesthetics 
have made the principles of architectural 
design applicable to large urban areas 
as our definitions of perception have 


* Washington Center for Metropolitan Studies. 
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changed. Now the earlier preoccupation 
with microdesign must be supplemented 
by an interest more wholly new and less 
derived from it than our recent concern 
with the design of central business dis- 
tricts and urban redevelopment projects 
—the macrodesign of large metropolitan 
areas. 

As the pattern of metropolitan areas 
presents itself as a problem in physical 
design, a number of well-defined alterna- 
tives emerge. Regional planning has been 
obliged to consider these alternatives, 
compare them, and make deliberate 
choices. For the purpose of this confer- 
ence, four major alternatives were se- 
lected for examination. The four alterna- 
tives considered by the panels are: New 
Towns, Inter-City Corridors, Peripheral 
Growth, and Rationalized Sprawl. We do 
not approach these alternatives in a 
spirit of dogmatism, but rather in an 
experimental mood. 

New Towns The first alternative is a 
planetary system of new towns and 
greenbelts. The experience of the green- 
belt towns of the prewar decade and the 
orientation of our most distinguished 
urban philosophers, such as Lewis Mum- 
ford, have strongly predisposed us toward 
this plan, and the scale of present-day 
home building has produced many varia- 
tions of the so-called garden cities. But 


it is the new towns in Britain that have 
greater relevance. The 15 new towns 
there have now established themselves as 
commercial successes, but this limited 
program has not provided an effective 
means of coping with the growth of met- 
ropolitan London, and it has now been 
abandoned as an official policy. One of 
the reasons for its abandonment was a 
failure—in which design has at least a 
partial responsibility—to create satisfac- 
tory living requirements of urban scale 
in the new towns. How much of this is 
due to the earlier ideas of the appropri- 
ate size of new towns (from 50,000 to 
80,000 population), how much to their 
character as industrial suburbs, and how 
much to physical and socio-economic de- 
sign still needs analysis and explanation. 
The new towns are, as Mrs. Jacobs has 
surmised, irresistible to the planner be- 
cause they offer a fresh beginning, free 
from social messiness and the complexi- 
ties of existing structures, utilities, and 
sites. But, given these opportunities, it 
cannot be said planners have justified 
them by developing their design poten- 
tial. 

Inter-City Corridors The possibility of 
reconstructing new urban areas by the 
expectation that transportation facilities 
will dominate their form is a dubious 
contention that smacks of the once-held 
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belief that control of industrial develop- 
ment and location would similarly con- 
trol urban growth and form. In an age 
of universal personal transportation, the 
strong structuring influence, which trans- 
portation had in 1905 when the New 
York subways were being built, is un- 
likely. Nor, from their present position 
on the sidelines, will planners be able to 
force new urban masses into uneconomic 
locations at extra cost, or to run new 
lines into open lands where it is hoped 
development of the required densities 
will occur, while simultaneously existing 
congested areas demand improved transit. 
Corridor growth also invites some 
skepticism with respect to control over 
open spaces between the spokes. This 
has been an Achilles heel of planning in 
the past, whether it took the form of in- 
sufficient public land acquisitions or a 
breakdown in public controls in the form 
of large-lot and agriculture zoning. 
While the influence of transportation 
has been the dominant factor in the 
thinking of design theorists, their expec- 
tations have seldom been fulfilled. The 
finger plan for Copenhagen has not suc- 
ceeded in giving effective control to 
growth. One may add that it is far from 
clear that the transportation-oriented 
towns of the Stockholm region (Valling- 
by, Forsta, Arsta) are a satisfactory 
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answer to the problem of structuring 
metropolitan growth. Rather they seem, 
like the Helsinki satellite, Topiola, ex- 
pressions of housing policy rather than 
important advances in regional planning. 


Concentrated Growth The idea of 
concentrated peripheral growth demands 
consideration just as much as building 
on fresh land in the form of new towns 
or corridors. This pattern keeps the town 
together as a single unit, with all the 
practical advantages from the social, eco- 
nomic, and managerial points of view. It 
is the traditional way in which towns 
grow, and all that appears necessary is 
to improve the process rather than to 
start something radically new, although 
one may have serious misgivings that the 
natural growth of modern cities is a 
healthy process. 

Today, we are dealing with an urban 
revolution that has been expressed chiefly 
in low-density residential areas, large- 
lot industries, schools, and shopping cen- 
ters. This suburban development is in 
striking contrast to the older cities. A 
spatial revolution has obstructed any or- 
ganic relation between new development 
and the redevelopment of older cities. 
If design can resolve this conflict, it may 
be one of the principal recommendations 
of concentrated peripheral growth as a 
method of metropolitan development. 


Rationalized Sprawl Finally ме 
come to the idea of making the best of 
the new forces abroad in the world—the 
inherently decentralized influence of the 
automobile, vacuum tube, and the rest of 
modern technology. If we put aside the 
cultural apparatus of conventional urban 
design, the older image of the city, 
pedestrian scale and the rest of it, per- 
haps we can tackle freshly the job of 
harnessing these new forces and of cre- 
ating a new urban form. It may have no 
more connection with the conventional 
urban image than a painting by Jackson 
Pollock has with one by Vermeer, but 
it might be more nearly of our own time. 
Accepting low densities and transporta- 
tion difficulties that are inseparable from 
them, is it possible that the large public 
costs involved in the patterns of devel- 
opment we find in New Jersey and Cali- 
fornia may be overbalanced by lower 
private costs and greater living satisfac- 
tions in the eyes of their citizens? 
Finally, it is possible that no closer 
parallel to the topic of this conference, 
Inter-City Growth, can be found than the 
laissez-faire city with its complex and 
interlocking relationships. Perhaps it is 
here that we can best illustrate the nature 
of the inter-urban belt as an area allow- 
ing access to several urban centers. 
FREDERICK GUTHEIM 
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New Towns 


Planned, organized, designed new settle- 
ments, but with the recognition of flexi- 
bility, are necessary elements in any pro- 
gram for coping with urban growth and 
sprawl. Whether this is the most suitable 
answer . . . the fact remains that new 
towns are springing up currently, and 
the true issue is whether they are 
planned . . . or left to fortuitous decision. 

There is common agreement that one 
cannot isolate design of the new settle- 
ment as such, and that relation to the 
surroundings may be determinative of 
the internal arrangement of the town. 
This also involves careful consideration 
of drainage problems, water supply, and 
natural topography. . . . Decisions about 
character of the new town take place 
on an earlier level, and design reflects it. 

There was agreement that a unique 
aspect is that buildines and facilities are 
created at one point of time on a large 
scale. This may result in monotonous 
architecture and lack of variety. Hence 
the special problem of obtaining exciting 
differences in architectural expression. 
There was also a feeling that the ten- 
dency to regard the new town as prairie 
planning surrounded by an inert green- 
belt was not an answer to contemporary 
needs. 

In attempting some principles of gen- 
eral applicability, it was suggested that 
a minimum population of 100,000 and a 
minimum acreage varying from 4000 to 
a much higher figure should be formu- 
lated. Grasping the function and char- 
acter of the individual settlement is the 
essential problem. . . . It must, however, 
still provide sufficient flexibility for in- 
dividual interpretation by a number of 
designers. . . . Appropriate but limited 
possibilities for growth and change 
should be provided, but no attempt to 
fix form forever at the outset. . . . The 
boundary of the new town need not be 
very wide, so long as it is demarcated 
from other aspects of the physical en- 
vironment. 

There is a sharp division as to how 
well-trained the design profession is to- 
day and how capable of coping with the 
challenges of designing new towns. To 
some . . . the question is somehow to 
stimulate the developers, the Govern- 
ment, or a new client . . . to others, new 
towns are inevitable. . . . The focus 
should be on learning more of the spe- 
cial design potentials of macro-planning 
and to expand and make use of the thin 
intellectual capital that now exists. 
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Reston, Virginia, is to be one of the new satellite towns in the 
Washington, D.C., area recommended in The Year 2000 Plan 
prepared by the National Capitol Planning Commission. It will 
be a self-contained community, accommodating population growth 
in Fairfax County and decentralization of Washington’s popula- 
tion. The town of Reston is planned for an ultimate 75,000 
people, and will be integrated with the structure of the entire 
region. The 10 square miles of land, in single ownership, is 
pleasantly rolling terrain about 18 miles west of Washington. 
Reston will be a complete, balanced town, with various kinds 
of houses, arranged so that there are “sinews” of higher den- 
sity housing types, with town houses located along central walk- 
ways and activity areas, leading to local shopping centers and 
schools. Individual houses will be grouped in compact clusters, 
with wooded recreational areas immediately adjacent. There will 
be seven shopping and social centers forming the hearts of “vil- 
lages" with distinct topographical character. Local employment 
will be provided by light industry, planned in industrial parks, 
some business, and decentralized Government agencies. The plans 
show: relationship to environs (above); Reston’s master plan 
(facing page right); а “village” development (facing page left) ; 
a rendering of a village center (facing page below). Architects and 
planners are Whittlesey & Conklin: developer is Simon Enterprises. 
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Corridors 


The discussion was approached with the 
possibility that corridors may be of three 
types: more or less continuous develop- 
ment between metropolitan centers . . . 
inter-city corridors between major cities 
relatively near to one another; metropoli- 
tan corridors as spokes of urban devel- 
opment spreading from metropolitan 
centers into the countryside. 

The plan for the year 2000 for the 
nation’s capital [provided] a common 
basis for discussion. It calls for an inter- 
city corridor between Washington and 
Baltimore and metropolitan spoke corri- 
dors reaching out to link up new subur- 
ban cities . . . Washington, with the Gov- 
ernment as a major employer, allows a 


special solution. . . . The individual sub- ане 
urban centers house 30,000 to 50,000 15-30 d.u./ocre 
people and may be four to five miles in 9990 deem 


. . . . park system 
circumference. The individual suburban 


cities would still have a peripheral 
growth of their own. 

Regarding these points, the panel 
found a similarity to satellite cities of 
clusters of garden cities. The corridors, 
with transit lines and highways, bisect 
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the nuclear suburban cities, which some ж shopping center 
"e жез КУРТУ community center 

found objectionable as dividing the com- БА BD 

munities, even though in design they 5% 5 ұу high school 


may be depressed. 

Bakema attacked the suburban cities 
for what he called their medieval town 
concepts; he felt that they were no dif- 
ferent from fortified towns after the walls 
had been eliminated. Submitting a min- 
ority report, he and Woods objected to 
concentration of high density in the cor- 
ridor towns, asked for contact with the 
soil, and argued that the transportation 
corridor divides the city. 

The following criteria were recognized 
in the design of corridor cities: 

(1) Easy access to recreational space. 

(2) Easy access to the central city. 

(3) Provision for group life in town 
centers. 

(4) Maximum choice for individual life 
patterns. 

(5) Cross circulation between corridors 
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The Year 2000 Plan for the Washington, D.C., 
area is shown in the two top illustrations on 

| the facing page. Freeways form corridors along 
j ere S] - “ГҮЛ jV which new towns will be developed. By contrast, 
a 1 Bakema’s plan for Amsterdam's growth (bottom, 
facing page) develops a ribbon without centers 
of high concentration but with the higher den- 
sities, near the highway, in touch with the 
countryside. 

The Harvard student project on this page, by 
D. Malik, D. Pamir, and 1. Erginsav, is planned 
for India in a rapidly developing area west of 
Calcutta where population is growing fantastic- 
ally, and where transportation is by railroad 
and bus. The system shown is a series of belt 
towns along major travel routes, linking Cal- 
cutta with centers of heavy industry (along the 
railroad) and light industry (along the parallel 
highway). Behind these bands of industry lie 
housing districts, each composed of four housing 
units about one-quarter of a mile square on 
either side of a central 500-ft strip of public 
land for schools and community facilities. Such 
a district is shown in the central plan. Below 
is a detail of housing, indicating the mixture 
of house types, with rural (each family with 
its own cow) and urban-minded people living 
together. Housing is mainly self-help, with pub- 
lic services and a utility core provided by the 
government; but row houses, walk-ups, and 
custom-built family houses also occur. It is 
hoped that placing the schools and other com- 
munity facilities between the housing units will 
help to loosen the traditional isolationism of 
caste and income groups. Statistics: 300 acres 
for a residential district of 3600 households 
with 16,500 people. Forty-five per cent of acre- 
age in housing; 25 per cent in community 
facilities; 23 per cent in roads and footpaths; 


|. س‎ BÀ , — DES eee 7 per cent open space for use by the public. 
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without encouraging intense inter- 
corridor development. 

(6) Full consideration to uses of open 
space between corridors by designa- 
tion as recreation, conservation, 
farm, institutional and other uses. 

Part of the detailed discussion of corri- 
dor connections follows: 
Hans Blumenfeld: Does the mega-design 
—the very large metropolitan form which 
simply means the relation between the 
total of developed land to the total of 
undeveloped land over hundreds of 
square miles—really have any relation to 
design of the scale of mansions on the 
ground? I think it is very questionable 
whether it has. 
Roger Creighton: But does the big prob- 
lem have any significant difference in 
terms of design from the small.scale 
one? There must be a different approach, 
of course, from that between an architect 
and an individual client. We have to 
deal with masses of people, and the 
people have to understand what we are 
trying to obtain. The search for a new 
urban form, whether it's lineal or any 
other restructuring of the metropolitan 
area, may be chasing a will-o-the-wisp 
because we have not been able to attack 
more fundamental design problems. 

William E. Finlay: The alternative to a 

search for form is the current pattern 

of complete formlessness. There are val- 
ues in urban living that can be brought 

to the people living in cities of 100,000 

or 150,000 along a transportation corri- 

dor, with the countryside two miles away. 

R. B. Bakema: We have lost the image 

of a totalness that existed in the small 

city. I come from the land of Erasmus 
and Mondrian (who was very near Eras- 
mus). When Mondrian made a composi- 
tion, he said: “Т am thinking about this 
part in relation to this and to this," 
and he was thinking about an additive 
space. Reitveld said the same thing about 
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The student project shown on these pages is ап inter-city solution for 
the Atlantic seaboard metropolitan region (a location on the corridor 
between Washington and Annapolis was studied), where transportation 
is by automobile and express bus. This is the work of students L. Fry, 
А. Inodomi, К. Uhlig, and Т. van Housen. The air was to create a 
system of development, to be carried out by various developers, that 
would combine household privacy with immediate opening onto “wilder- 
ness” landscape, with easy accessibility for the two-car, middle-income 
family. Inter-city employment and shopping centers are located on ac- 
cess points to the expressway, and the residential developments are 
approached solely from county roads crossing the expressway (diagram- 
matic plan above). Only elementary schools, churches, social clubs, 
and some minimum shopping are provided within the residential areas 
for about 9000 people (model photo, top of facing page). The basic 
residential structure is composed of clusters of attached single-family 
houses grouped around motor courts, but allowance is also made for 
detached houses as well as garden and high-rise apartments for families 
without young children. The higher densities abut a pedestrian spine, 
thus making a safe and relatively lively place to walk to the community 
facilities that are grouped together along a lineal axis. Variations pos- 
sible are indicated by the three students’ individual schemes for seg- 
ments of the development, on the facing page. Statistics: 424 acres devel- 
oped for 2400 households comprising 9000 people. Sixty per cent of the 
acreage in housing; 13 per cent in community facilities; 16 per cent in 
roads and public parking; 11 per cent open space for public use. 
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architecture. What was happening then 
was that we were moving into a society 
that gave the right to anyone to have, 
from his own window, a personal rela- 
tionship to totalness. This meant gar- 
dens, the house and the garden. But it 
also meant traffic. If we don’t now try to 
solve this relationship on the same level 
as was operating in the medieval city, 
so that an image of the totalness can be 
expressed as we move through it, then 
we are operating at too low a level. I 
believe that what really relates things 
is the personal relationship to total 
space. The only law is that, from any 
place where you are, you should be able 
to have a personal relationship to the 
totality. The new scale for making archi- 
tecture is no longer the house. It doesn't 
matter to me if they are bad individual 
houses if in every house there is a rela- 
tion to total space on the scale that that 
family chose as its way of living. 
Robert Geddes: I think Bakema's plan is 
a brilliant approach, and if we were able 
to accept the fact that there are several 
strongly felt needs—the desire for pri- 
vacy is certainly a need—we would begin 
to adopt the same rational approach for 
each one. But other functional needs do 
not seem to be as clearly expressed as 
the way Bakema has expressed the need 
of the individual and the family for a 
relationship to open space. 

Finlay: The Washington plan permits 
you to live at the outer terminal and 
work in the center in about a 30- or 40- 
minute high-speed journey. We want 
people to live within a certain distance 
of both interchanges and transportation. 
We do not think of the road as a divider; 
architects and engineers can solve that. 
Blumenfeld: Bakema’s project is really 
a more consistent kind of corridor or 
ribbon than the Washington plan, be- 
cause it doesn’t even try to get the 
centers, each for 45,000 people, that 
Finlay wants. Bakema’s ribbon could go 
on forever. Also, the Washington plan 
gets the higher densities and the high- 
way at the center of the spine, and 
Bakema gets his at the edges, where he 
has wide open spaces, which, in effect, 
means he gets an almost even density 
over his land and he disassociates his 
focus from a high-density district. 
Bakema: We can control the big-scale 
elements, like our road systems, only by 
using the permanent-scale elements as 
basic planning conditions. Planning, 
starting always with man and his perma- 
nent scale, must be open-minded and 
based on continuous change (which is 
life) and continuous—as opposed to con- 
tained—space, which is the reflection of 
our society. Transportation is an adjunct 
or tool, not a generator of plans. 
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The third student project, by T. Hazewinkel, P. Heyer, T. Peverley, 
and К. Weisse, is a solution to an inter-city growth problem in western 
Europe. Rapid transit and automobile transportation was assumed, and 
the scheme proposes to create a system о} lively settlements with varied 
house types at different prices which would stimulate rather than de- 
tract from the life of the main urban centers. These corridor settlements 
(shown diagrammatically at top of page) are strips about three miles 
wide, extending some eight miles between new and existing major 
centers of work and culture. The strip is bounded by two high-speed 
roads and has a rapid-transit line (but no road) as its spine. The 
transit stations act as pivotal points of this commuter corridor, and 
shopping, high school, and community services cluster alongside them. 
Just beyond the station area, a pedestrian way runs at right angles to 
the transit line. This is bordered by schools and churches, behind which 
are housing units. Beyond this quarter-mile band is a parallel strip of 
less densely developed housing units, and, still further out, a wider 
strip of loosely organized automobile-oriented houses with immediate 
access to the bounding highways. Four adjoining segments of the settle- 
ment, by the four individual students, are shown on the facing page, 
with the over-all plan at top of page. Statistics: 890 acres for a settle- 
ment of 8393 households comprising 27,000 people. Fifty-eight per 
cent of the area is in housing; 9 per cent in community facilities; 3 
per cent in public parking; 7 per cent in roads; 23 per cent in public 
open spaces including parks, pedestrian ways, and highway buffer strip. 
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Peripheral Growth 


The organic growth of cities is a circular, 
radial, peripheral pattern as the forces 
of circulation and other physical realities 
generate the total form. As this model 
is closer to an urban reality, it is more 
easily controlled. . . . It does not have 
the vagueness of the in-between or gray 
areas that are inherent in some of the 
other systems. It was thought a question- 
able aim . . . to try to achieve green 
wedges coming into the city itself. The 
peripheral growth system, due to its 
proximity of internal relationships, can 
provide the greatest choice; rapid access 
should facilitate movement to choice 
sources. 

The suburbs are often an attraction 
to the status-seekers, but we should start 
to develop status notions relative to con- 
centration and dispersal. . . . We must 
state not necessarily what we would like 
but where we believe development should 
and will go. 

The creation of new peripheral centers 
or nodes in the growing urban fabric 


Rationalized Sprawl 


This panel confronted the fact that 
emergino land use and settlement pat- 
terns in the United States are not neces- 
sarily marked by clear boundaries, by 
segregation of similar establishments, or 
by clear density gradients. No predeter- 
mined form can rationally be imposed 
upon either the settlement pattern or 
upon the internal land-use distribution. 
Declining relative costs of transporta- 
tion and communications are equivalent 
to a melting of the most powerful glue 
that has held urban populations within 
high-density agglomerations. Now, for 
the first time in human history, we face 
the possibility that urban settlement need 
not be agglomerated at high density 
around very-high-density centers. 
Unlike the centralized controls that 
attach to project design, most locational 
decisions within a region are made by 
individual establishments operating with- 
in a market framework. Some things that 
governments do can influence the market 
conditions in fundamental ways, and, 
hence, can effectively influence the loca- 
tional decisions that individuals make. 
Our understandings of the urban growth 
processes are very limited, however; and 
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must not weaken the central focus, but 
rather complement and reinforce it. The 
problem is how to foreclose the destruc- 
tive competition to the central focus and 
establish complementary relationships. Tt 
was felt that after a certain urban size 
had been reached, some of the centering 
forces could then be disseminated, creat- 
ing new functions in new centers but 
still keeping the philosophy of support 
rather than a draining off of the life- 
blood of the central focus. 

Part of the detailed discussion of this 
panel follows. 
David A. Crane: One interpretation of 
the terms of this panel is a ringed city 
with zones of concentration at the edge. 
Another might be points of concentration 
at certain well-selected places around 
the circumference. Both of these are 
concepts of placement and location in 
the shaping of the metropolitan environ- 
ment and against the notion of flat- 
density zoning. 
James Murray: If the scale of relation- 


. . . regional plans cannot be prepared 
in detail. At best we can set desired 
directions for change. 

The spatial patterns most consistent 
with the life-styles of middle-class, indus- 
trial America will surely be disparate, 
and pluralistic. In a complex society, 
order, including the order of urban 
design, lies in diversity. . . . We conceive 
urban design as a continuing, never-end- 
ing, unfolding process that is minimally 
committing and that does not inhibit the 
next envolving step. 

Part of the detailed discussion of this 
panel follows: 

Melvin Webber: We are seeking to deal 
with a problem whose solution is not 
predetermined, and we are willing to 
accept people's preferences as expressed 
in the market on the presumption that on 
some points they know better than we 
do. This is not to abrogate our responsi- 
bilities as planners, [but] we cannot seek 
to design to a cartoon lineal, radial, or 
new town pattern. 

Hideo Sasaki: It seems to me that one 
can have a certain over-all design control 
and still permit people to exercise free- 
dom of choice within this. We have to 


ship between a man living on the peri- 
phery and the central business district 
is phony, one of the main arguments for 
the peripheral system vanishes. 
Edmund Bacon: If, as you grow, you 
make a policy that is firm for the whole 
land use, and support it rigorously by 
public control and public ownership, you 
will have a better long-term development 
than if you move out along a corridor 
and say, “This land between we will 
leave alone." These become areas that 
are not alive. 

Sigfried Giedion: The architect and plan- 
ner, like the doctor, must judge from 
symptoms but then must have trust in 
himself. We have to invent a dignified 
way of life to meet the conditions of our 
period. 

Kevin Lynch: Both doctor and patient 
have the same values: they want health. 
But there may be basic disagreements 
when we are developing the city environ- 
ment. It's risky to consider that people 
don't really realize what they want. 


have a constitution within which there 
are many freedoms of choice, but there 
has to be the over-all framework of a 
design order. 

Morton Hoppenfeld: A loose pattern ot 
development is consistent with our tech- 
nology and a great number of physical 
and nonphysical phenomena, and there 
are, in other areas, systems of ordering 
that correspond to what we call sprawl. 
Joseph К. Passonneau: The “free mar- 
ket” is a highly artificial game played 
by a set of rules designed by a favored 
few to insure their own winning. As the 
cost of transportation goes down, it is 
no longer a parameter in the urban equa- 
tion. But the question I am interested 
in is: “What forces will now dictate 
location?” I answer: “Urban design.” 
And the forces that will guide the urban 
designer are the increasing frictions of 
competition for space and place—a valley 
of Sasaki’s trees, or ranch houses 
smeared all over the landscape; an old 
neighborhood preserved, or new porce- 
lain enamel towers. Stated perhaps too 
emotionally, I think we have to decide 
whether we want to make a garbage 
dump out of a lovely planet. 
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FOUR TRENDS 
By Catherine Bauer Wurster 


If what I have to say raises some dif- 
ferent issues and even confuses the dis- 
cussion, it is because I intend it to. I 
am not sure that the most fruitful ap- 
proach is to focus on physical patterns 
rather than the inter-city structure, in- 
cluding the communications systems, 
government structure, and social organi- 
zations: the reason for city agglomera- 
tions. 

Structure doesn’t necessarily follow 
the pattern, and the same pattern can 
have many different meanings. There is, 
for instance, the standard urban dia- 
gram, assuming that the center is a high- 
density area and that there is scatteration 
outside. Traditionally, for thousands of 
years, that would have meant farmers 
outside and traders inside. At certain 
periods, it would have meant a citadel 
in the center and the enemy encamped 
outside. It could also mean a division 
between the rich and the poor, which 
has reversed itself historically. It could 
mean, ideally, that the people who like 
to live in high-density accommodation 
live in the center, and those who like to 
live in low-density accommodation live 
outside, but I feel that this is very rare. 


I want to deal with two rough but 
basic kinds of measurement—a loose pair 
of co-ordinates, with hundreds of varia- 
bles providing a system useful up to a 
point. 

The first dimension is obvious: it 
ranges from dispersion at one end to 
concentration at the other. This is over- 
simplification, but in general American 
terms it is represented by exurbia at 
one extreme and Madison Avenue and 
Wall Street at the other. 


The other dimension is more difficult 
to define. It is based on an axiom: that 
centralization implies integration with 
some sort of coherent organization at 
some urban level, just as it does in in- 
dustrial production. Between the neigh- 
borhood and the region or the state, 
there are still what might be called ur- 
ban functions—various activities carried 
on by inherently variegated people, but 
requiring some kind of government to 
resolve their differences and to provide 
the necessary services. So the question 
is: At what level is there a significant 
degree of integration within a big re- 
gional agglomeration? This variable can 
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range from the metropolitan super-city 
through several mutations to a group of 
smaller urban communities. 

There are visible trends and forces 
pushing in four directions today. The 
dominant push certainly seems to be 
centrifugal, toward dispersal, low den- 
sity, and scatteration. The simplest way 
to state this force is as a demand for 
private space: maximum freedom on the 
site for industrial production, shopping 
centers, schools, and above all for mid- 
dle- and upper-class family life, includ- 
ing the desire for second homes. This 
escape from the complexities of the big 
city represents private values. It is made 
possible by another kind of private value: 
automobility, moving from one place to 
another in a piece of your own private 
property, in your own way, at your own 
time. 

However, choice is possible only for 
limited groups, and there are, of course, 
modifying factors: we need a wider 
range of dwelling types, even in subur- 
bia; there are limits to the acceptability 
of long journeys to work; it has not yet 
been proved that a house with a smaller 
yard in a more urban community would 
not be preferable to the present subur- 
bias. 

What are the forces pushing for con- 
centration: the centripetal forces that in- 
dicate a preference for propinquity and 
certain kinds of diversity of contact at 
the expense of private space values? We 
have the revival of skyscraper office 
buildings since the war: obviously the 
choice of certain kinds of business. But 
there is no evidence that face-to-face 
contacts within walking precincts is an 
absolute economic need for business. 


The other major concentrating force 
is largely involuntary: most lower in- 
come families are forced to concentrate 
in urban centers simply because there 
is the only source of cheap and unre- 
stricted housing. There are new efforts 
to revive central cities, which are al- 
ready having a concentrating effect. Ur- 
ban renewal and redevelopment pro- 
grams almost invariably tear down at 
one density and rebuild at a higher one. 
The present push for mass transit is 
mainly to save the central city and to 
make higher densities more feasible. 
Many questions have to be answered 
before we can say definitely that these 
programs will be successful in a big way. 

These questions lead us into the other 


dimension. The widespread dispersal of 
certain functions, while others remain 
highly concentrated, reflects а trend 
toward region-wide specialization; a pat- 
tern that can have no significant degree 
of social, economic, or functional inte- 
gration below the metropolitan level. 
The central city has more and more pre- 
dominantly low-income minority families 
who require very expensive services and 
with no larger tax base than it had be- 
fore; the outlying middle- and upper-class 
communities vie with each other to get 
an industrial base, in order to provide 
superior services which have no benefit 
for the great majority of the employees 
of the industry. This is obviously a high- 
ly specialized pattern which could be in- 
tegrated only at the level of Federal 
taxation—and of course that won't hap- 
pen until the emergency situation is 
considerably worse. 

There are some signs of an interest in 
the other direction: toward a degree 
of subregional integration. Some urban- 
renewal efforts are trying to provide for 
upper and middle income families on the 
grounds that their employment would be 
near by. Also, there are proposals every 
now and then for satellite communities 
within a metropolitan plan. But there is 
no use talking about a relatively self- 
sufficient community in a new area if 
you can build housing on new land only 
for the top third or top 40 per cent of 
the population. 


My original pair of variables poses a 
wide range of choices of form and struc- 
ture. In practical terms, I can settle on 
four possible directions. 

One would be present trends pro- 
jected: toward more dispersal on the one 
hand and more concentration on the 
other. (“There is nothing serious that 
cannot be solved by better transportation 
and central renewal.” ) 


The second would be toward general 
dispersal. (“Let people have what they 
want: space and mobility.") 

The third would be toward a concen- 
trated super-city. (“The metropolis is a 
single great city. Pull it together and 
urbanize it.") 

The fourth would be toward a con- 
stellation of relatively balanced and rela- 
tively compact cities. (“The Behemoth 
is too big for a single city. Guide growth 
at least into relatively independent com- 
munities.") My own bias is toward this 
last direction. 
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SECOND HOUSES 


The intense personal involvement that goes into the creation 

| | of a private house has been discussed in the May issue of 
qn ee Р/А. A second house-—a weekend, vacation, or studio house— 

| often shows even тоге of the architect's imagination and 
the client’s individuality. In an environment intended simply 
for “getting away from it all many mundane restrictions 
can be cast aside; only the limitations of the budget (often 
beneficial) remain. Today, when leisure hours are increasing 
and residential patterns are being challenged, the second 
& house provides a fascinating area for architectural exploration. 
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Seaside House 
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HOUSE AT PRIDE’S CROSSING, MASSACHU- 
SETTS * LAWRENCE, SHANNON & UNDER- 
WOOD, ARCHITECTS AND ENGINEERS 


This house on the sedate North Shore 
was intended mainly for summer use, 
but is also open for occasional weekends 
and vacations throughout the year. Plan 
requirements included four bedrooms, 
three baths, a library, and a dining area 
partially separated from the main living 
space. The kitchen was to be a control 
center, in touch with all parts of the 
house and the outdoor living areas. 

The site is an irregular sliver of land 
extending several hundred feet inland 
from the sea, but narrows to a width 
of only 80 ft near the water. Allowing 
for required setbacks, the “buildable” 
area was only 40 ft wide. 

The unusual contours of the site pre- 
sented a problem. Instead of rising 
steadily from the sea, the grade climbs 
sharply to a sandy bluff about 30 ft 
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LIVING 


FLOOR PLAN 


inland from the high waterline and then 
drops 8 ft to a meadow. Except for a 
few trees located well back from the 
shore, there is little vegetation. On the 
crest of the ridge, however, wild roses 
and sweet fern grow in profusion. 

Although the owner wanted the house 
to be close to the sea, it could not safely 
be sited less than 100 ft from high 
water. It was decided at the outset that 
the major rooms would have to be on the 
second floor to obtain a view over the 
bluff. As the design proceeded, it was 
clear that the entire house should be 
raised 8 ft above grade. 

The principal design problem was to 
create a form that would compose well 
with concrete piers. A flat-roofed struc- 
ture of cruciform plan was chosen and 
divided into panels by an exposed wood 
frame. Because of the severe exposure 
to salt spray, solid mahogany members 
were used to frame panels of marine- 
grade mahogany plywood. The stock 


panel size of 4’ x 10’ established a de- 
sign module for the entire house. 

Because there is no natural shade, 
window areas had to be kept relatively 
small Only on the south end of the 
house, facing the sea, were larger areas 
of glass used, and these are shaded by 
a deep overhang. Corner windows were 
used in the bedroom wings to lighten 
the structure visually, to provide the 
best possible views, and to facilitate 
furniture arrangement. 

There are two enclosed spaces on the 
ground-floor level, a heater room, and a 
storage room. The high heat loss from 
all surfaces of the house was partially 
offset by using the entire upper floor 
structure as a return air plenum. 

There was no earth-moving whatso- 
ever. Each column footing had to be in- 
dividually tailored to the variable 
subsurface conditions. The final cost of 
construction was about $61,500, or 
$19.84 per sq ft. 
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Corner windows high above 
grade (above) ensure a 
good view of the sea from 
all rooms. The concrete 
columns and tapered steel 
beams support the wood 
structure. The panels of 
marine-grade mahogany ply- 
wood set between framing 
members of solid mahogany 
(detail at right) provide u 
weather-resistant enclosure 
and establish a module on 
which the entire design is 
based. The sparsely planted 
site (below) was left almost 
completely untouched. 


PHOTO: COURTESY OF ARCHITECTS 
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HOUSE AT FOXBORO, MASSACHUSETTS » 
ROLLAND D. THOMPSON, ARCHITECT 


The architect wanted a year-round vaca- 
tion house for his own family. Principal 
requirements were: a large outdoor liv- 
ing area, screened against insects from 
the adjacent lake; two isolated bed- 
rooms (each large enough for two beds) 
for the two teen-age boys; a kitchen 
integrated with the major living space; 
a mechanical system that would make 
it easy to open and close the house for 
weekend use, even in the coldest 
weather. The possibility of converting 
the house to year-round use, either for 


BOY'S | 


BEDROOM 


retirement or for sale to others, had to 
be considered. 

The one-acre wooded plot is on the 
south side of an 1l-acre lake and is sur- 
rounded by 165 acres of land owned by 
a family corporation. Although the 
house is in a heavily populated part of 
the state, only uninterrupted woods are 
visible around the lake. 

The structure has been raised above 
grade to increase the apparent size of 
the clearing and thus mitigate the feel- 
ing of being hemmed in by trees. The 
exposed post-and-beam redwood struc- 
ture gives a rhythmic order to the entire 
house. Large areas of glass provide un- 
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obstructed views of the woods. Balconies 
give each of the major rooms a definite 
relationship to the outdoors, without 
bringing them into contact with the 
ground. 

The pitched roof with wide overhangs 
gives a sense of shelter to balance the 
openness of the walls. Panels of glass 
between the purlins over the eave beams 
lighten the roof structure visually. A 
clerestory over the main living space 
lets in filtered sunlight and gives a view 
of the treetops. 

Most of the materials chosen require 
no refinishing. Walls are finished with 
enameled asbestos-reinforced panels on 
the exterior and covered with plastic 
wall covering on the interior. Floors are 
of redwood and quarry tile. The sliding 
door frames and balcony railing sup- 
ports are of black-painted steel; although 
the steel will require repainting, it was 
chosen for its thinness of section and 
appropriate color. Dark purplish marble 
chips have been used on the roof to 
make it less obtrusive among the trees. 

А graveled area immediately sur- 
rounding the house keeps out dirt and 
simplifies landscape maintenance. The 
small existing clearing to the south has 
been planted with grass, but will eventu- 
ally have a maintenance-free ground 
cover. Plant materials that thrive in the 
shade—such as dogwood, rhododendron, 
pachysandra, ferns, narcissus, and myrtle 
—are being planted according to a plan 
by Landscape Architects Robert Zion 
and Harold Breen. 


The activities of the house focus on the central screened porch 
(top). The hanging lamps were designed originally by Stein- 
hardt & Thompson for a restaurant. The living-dining-kitchen 
area (above) and the parents’ suite (left) have back-to-back 
fireplaces in a massive brick chimney. 
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Studio House 


HOUSE AT SARASOTA, FLORIDA * WM. RUPP, 
ARCHITECT * JOSEPH FARRELL, ASSOCIATE 


The clients, a young couple both of whom 
are artists, requested an “exhilarating en- 
vironment for the lowest possible cost” 
for themselves and their three small boys. 
They were willing to tolerate minor incon- 
veniences in planning and equipment and 
to accept rough finishes for the sake of 
spatial drama. 

Although the family is now living in 
the house year-round, it will ultimately 
serve as a guest house and studio for a 
larger house on the same site. Planning 
requirements could therefore be very 
simple. 

The site is in an old, built-up section of 
the town, but it is well screened by lush 
vegetation. The flatness of the terrain 
makes even small differences in elevation 
seem quite significant. 

The house is made up of two distinct 
parts: a ground-floor sleeping area that 
is isolated visually and acoustically both 
from the outside and from the floor above, 
and an upper-floor living space that is 
high, open, and transparent. The upward 
and outward thrust of the upper space 
culminates in a crow’s nest 19 ft above 
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grade, from which there is a striking view 
in all directions. 

А barnlike system of construction was 
employed for the upper floor. Five mas- 
sive bents of 2-in. cypress members sup- 
port a roof of solid pine decking. The 
rough-sawn cypress boards of the side 
walls will become even coarser as they 
weather. To keep the wood structure from 
looking too heavy, several devices were 
employed. A continuous strip of glass was 
introduced below the roof, and strips of 
translucent white plastic were inserted 
between the vertical cypress boards to 
provide diffused natural light for the 
interior. 

This vast wooden aerie rests on the 
masonry mass of the lower floor, which 
is smoother in finish, both inside and out- 
side. The battered block walls have been 
treated with a concrete “wash” on the 
exterior to make them less rustic and to 
aid in shedding water. The walls are 
merely painted on the interior, but car- 
peted floors and plaster ceilings give a 
feeling of domestic comfort. A white 
marble lavatory counter strikes a note 
of luxury. 

The bedrooms are heated and cooled by 
individual air-conditioning units. The up- 


PHOTOS: ALEXANDRE GEORGES 


per floor has a gas unit heater and relies 
on natural ventilation for cooling; sliding 
glass panels near the floor and plexiglass 
vents under the roof can be opened to 
produce a chimney effect. 

Color has been kept neutral throughout 
the house to give the owners the greatest 
freedom in furnishing the interior. 

The general contract was approximate- 
ly $12,500, or about $10 per sq ft, with no 
allowance for carport, covered walks, out- 
door storage, or overhangs. 
of course, is high for a house of only 1200 
sq ft. The architect admits that the low 
budget is *something of a miracle," but 
sees the stringent economy as a "source 
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An open stairwell separates the 
north-lighted studio (left) from 
the kitchen (above). Balconies 
at both ends of the house ex- 
tend the space out into the trees. 
The top of the utility island 
servos as a landing on the way 
up to the “crow’s nest” (above). 
Framing along sides of the room 
serves as a display shelf and 
supports seats and cabinets. 
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WILLIAM RUPP, Architect 
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Three Weekend Houses 


HOUSES AT CARMEL, CALIFORNIA * HENRY 
HILL, ARCHITECT * JOHN KRUSE, ASSOCIATE 


It all began when the Hills—the archi- 
tect, his wife, and their two daughters— 
decided to sell their 15-year-old weekend 
house at Carmel. Not the least among its 
faults was the lack of adequate accom- 
modations for their three Siamese cats. 
The old house followed the California 
tradition of integrating indoor spaces 
with Maintenance of the 
grounds had become a burden and, what 
with the dry summer climate and the 
porous soil, the garden would not flourish 
with only weekend attention. The Hills 
concluded that landscaping should be 
simple and native and that outdoor liv- 
ing space should be on raised decks. 
They chose a 60-ft lot on a quiet street 
near the center of Carmel Village. The 


gardens. 
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lot sloped down to the west, away from 
the street. There was no view directly 
to the west, but from an elevation of 5 
ft at the center of the lot, there was an 
excellent view of Carmel Point to the 
northwest; an elevation of 12 ft revealed 
an even better view of Point Lobos, six 
miles away to the southwest. Raising 
the house above the ground was essential 
in order to take advantage of these views 
and also met their desire to free the 
house from the landscape. 

The old house had an area of about 
1100 sq ft, but Hill figured that 800 sq 
ft would be sufficient. Planning require- 
ments were simple, since the family has 
no adult house guests at Carmel. A large 
built-in couch in the living room is ade- 
quate for any friends that the daughters 
may invite. Experience indicated that a 
5’ x 8’ kitchen was ideal and that а 


dining table was unnecessary. Eating 
had generally taken place on a couch, 
on the hearth, or outside. 

A balcony bedroom provides as much 
privacy as the parents require and al- 
lows them to enjoy a sense of vast space 
with only a minimal floor area. The 
children's room and bath have been 
placed three steps below the living room 
to shorten the climb to the balcony and 
reduce the height of the living room. 

There is a wire-enclosed area under 
the house for the cats, which communi- 
cates with the house proper by a ladder 
and a trap door. An aerial walk leads 
from this cage to a cantilevered sunning 
platform. 

After construction started on the Hill 
house, two other families became inter- 
ested in the kind of weekend living it 
represented and bought the two lots 


AUGUST 1962 P/A 


PHOTOS: ROGER STURTEVANT 


TUUA = 


% $ 
MIN 
ТШ) 


ТШ 
мае 


= 

% 
% 
% 


э atti 
S 
АА 


> 
22. ж \ 
2 


V 
SS 
SS) = 


int 


7, 
% 
ТТГ 


ТІ)! : 

А “ш, 

ЖЕ d ; 
z 


-—1 


Second Houses 121 


AUGUST 1962 P/A 


122 


The vertical character of the Hill house 
is emphasized on the front (below) by ver- 
tical cedar siding and redwood uprights. 
The 2 x 3 redwood members are held free 
of the siding by copper tubing spacers. 
The panels of the tall, narrow project- 
ing bay are made up of obscure and cross- 
reeded glass, clear and obscure jalousie 
units, and verdigris copper. The triangular 
verdigris copper lighting fixture has had ir- 
regular holes burned in it with an acety- 
lene torch. All mullions have been painted 
deep purple, inside and out. The front 
door is painted lavender and the canopy 
above it is of purple plastic. A view of 
the downhill side of the house (right) 
shows the high deck. Under the suspended 
canopy (far right) are the arches of the 
living room bay window. The panels below 
the windows are decorated with sea shells. 
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The suspended canopy is re- 
peated inside the living room 
(facing page, upper left). The 
arched windows are framed in 
Philippine mahogany and the 
reveals are covered with gold 
leaf. Gilded deer heads hang 
between the arches. The un- 
derside of the canopy (facing 
page, upper right) is papered 
with plans of the world’s great 
buildings from Building Foot- 
prints (a student publication 
of the School of Design at Ra- 
leigh, N.C.). The serrate layout 
of the window-wall emphasizes 
the height of the room and 
increases the apparent size 
of both the living room and 
the deck. The fireplace is 
constructed of gray Roman 
brick and has verdigris copper 
face-panel and flue. The can- 
tilevered stair is of steel, 
painted deep red. The bridge 
to the master bedroom is at 
the same height (6'-8") as 
the kitchen ceiling beyond it. 
A colorful tapestry by Sax 
Shaw of Edinburgh, which 
hangs over the bridge (facing 
page, middle right), is a 
prominent feature of the en- 
tire space. Ceiling panels 
painted alternately rose and 
lavender are framed by a grid 
of 2 x 10% painted off-white. 
The balcony bedroom (facing 
page, lower left) has four 
small panels of glass set in 
concrete. The morning sun 
shines directly through them 
to produce a rainbow of 
brilliant colors. The children’s 
bedroom (facing page, lower 
right) is more subdued, with 
a natural cedar ceiling, white 
burlap walls, and Philippine 
mahogany shutters. 
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immediately to the north. It was agreed 
that the three houses would be designed 
as a group, with no recognition of lot 
lines. It was vital, however, that privacy 
between the houses be maintained, since 
the families “would not go to Carmel 
to entertain each other.” 

The second house to be undertaken 
was the one at the north end of the 
group. The client, whose permanent resi- 
dence had been designed by Hill, im- 
posed no design criteria except that the 
house have a sloping roof. 

The family expected to entertain more 
guests than the Hills, hence needed more 
space. The three daughters and their 
visiting girl friends share a balcony bunk 
room, which can be closed off by a fold- 
ing door if the children retire earlier 
than the adults. The guest room is be- 
neath it, three steps down from the liv- 
ing room. Since the wife must avoid 
climbing stairs, the master bedroom has 
been placed on the first floor. 

The house was designed to contrast 
sharply with the horizontal lines of their 
permanent house. To achieve this con- 
trast and reduce the apparent volume of 
the house, the angular form was de- 
veloped. The 30/60-degree grid on which 
the plan is based corresponds to the 
angles of the major views. The planes 


Ceiling height in the living- 
dining area varies from 58 
in. to 22 ft. There is a view 
of the ocean from the living 
room and deck (below left). 
The glass mosaic fireplace 
hood is gold color on one 
set of facets (below left) 
and bright orange on the 
other (below). Mullions are 
painted deep blue-green. The 
ceiling is painted gray and 
*pumpkin." Wall coverings in- 
clude bronze foil апд natural 
grass cloth. “Honey gold" ap- 
pears in the furnishings. Car- 
mel Point can be seen from 
the bunk room through a sky- 
light (facing page, bottom). 


The narrow ramp leading to the front door is 
2 sheltered by the overhang of the bunk room 
(above). The dominating roof planes are 
punctured above the deck (right) and at the 
northwest corner (below) to let light and air 
pass through. The ends of the master bedroom 
projection (right) have colored glass panels. 
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of the roof, which swoop almost to the 
ground, establish a form within which 
the entire house is contained. 

The program for the third house re- 


flects the fact that this family has 
younger children than the other two. 
Two separate children’s bedrooms were 
included—one for the four-year-old boy 
and one for his older sisters—both open- 
ing from a relatively large kitchen-din- 
ing-play area. The adult living space 
was separated somewhat by a difference 
in floor level so that it became a stage 
in a spatial sequence that leads to the 
secluded balcony bedroom. 

The design of this house was a deli- 
cate exercise in completing a triad, the 
other two members of which are highly 
individual. As the middle house, it could 
take a third divergent approach or act 


as a bridge between the two extremes. 
The use of circular forms in opposition 
to the cubic and triangular motifs was 
considered, and circular elements are 
evident in the final design. The major 
forms, however, combine the tall, cubic 
volumes of the Hill house with the 
angular plan of the house to the north. 

Certain devices appear in analogous 
applications in all three houses: the 18- 
in. bay projections; the 18-in. and 3-ft 
modules of the windows and spandrels; 
and the 3-step split in floor levels. Con- 
sistent uses of materials also serve to 
affirm the kinship between the buildings. 
The diverse forms of the exteriors are 
all related by the continuous surface of 
vertical cedar boards. All of the three 
interiors have cork floors throughout and 
ceilings of plywood panels between ex- 
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posed wood beams. Carmel stone, jalousie 
windows, interior shutters, colored glass 
set in concrete, wood-curl plastic sheet, 
and Venetian lighting globes appear in 
all of them. 

The landscaping plan by Baronian & 
Danielson, which is being realized in 
stages, retains almost all of the existing 
pines and oaks. Circular beds of agapan- 
thus, some white and some blue, are 
scattered across all three lots. Other 
plantings that will thrive without main- 
tenance—such as rosemary, lavender, 
and rock rose— also appear. Freestand- 
ing walls of Carmel stone serve to unify 
the entire development. 

The architect has little to say about 
costs, except that his ingenuity—and 
occasionally his physical labor—have 
kept them below the rather high levels 
prevailing in Carmel. 


The large living room window of the middle house 
(top of page) was devised as a way to recognize 
the Carmel Point view, yet maintain the feeling 
of a wall. The fireplace (above) has a polished 
copper hood. A panel of colored glass beyond it 
includes tones of yellow, orange, and apricot. 
Mullions throughout are painted wine red. ceiling 
panels are pale blue-gray and beams are dull 
pink; browns have been used for rugs and uphol- 
stery. The kitchen-dining-play area (left) is three 
steps below the living room. The exterior of 
the house (below) is related by form and detail 
to its disparate neighbors to the north and south. 
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AESTHETICS AND REGISTRATION 


BY DON HAWLEY 

A question often debated by the profes- 
sion is whether aesthetics should be a 
criterion when judging the competence 
of a candidate for architectural registra- 
tion. In this article, the author, who is 
presently involved in a lawsuit against 
the New Mexico State Board of Ex- 
aminers for Architects, argues strongly 
in the negative. P/A would be interested 
in the views of other readers on this 
subject. 


Ever since registration laws for archi- 
tects were enacted, there has been a 
continuing controversy as to whether or 
not the laws should permit tests that 
judge aesthetic ability. Those who con- 
tend that aesthetics is a proper consid- 
eration under the law argueits legitimacy 
on two grounds: they point to the adverse 
social and psychological effects caused 
by the presence of ugly buildings in 
one’s environment; and they contend 
that aesthetics provides the sole criterion 
distinguishing the profession of archi- 
tecture from that of engineering. This 
latter point, in fact, has extended the 
controversy from one among architects 
themselves to one between architects and 
engineers. Although other arguments 
could doubtlessly be found, these two 
are the ones most frequently discussed. 

These issues cannot, unfortunately, be 
resolved on the basis of purely technical 
considerations; they reach far beyond 
into the field of basic human rights and 
the very foundations of our democratic 
system. In other words, the issues are 
not, as some believe, confined to profes- 
sional rivalry or to the architect’s main- 
taining a separate professional identity. 
It involves, whether we like it or not, the 
fundamental question of freedom of ar- 
tistic expression. 

Most architects and engineers who 
debate this issue are unfortunately so 
involved with the special interests of 
their professions that they cannot detach 
themselves sufficiently to realize that be- 
fore a man is an architect or an engi- 
neer he is a human being—an American 
living in a democracy that professes to 
believe in and uphold certain ideals of 
freedom. The possibility that the so- 
called standards of the architectural pro- 
fession might be lowered, or that the 
separate legal identity of architects 
might be lost, is beside the point. True, 
these are of valid concern to any archi- 
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tect; yet when seen in context, as an 
issue pitted against our fundamental 
freedoms, these concerns must not be 
allowed to overbalance the value scales 
of reason and justice. Indeed, it would 
be better to have no profession of archi- 
tecture at all, to have no architects de- 
signing buildings, than to naively set 
aside our basic human rights, piece by 
piece. 

Since aesthetics is a matter of personal 
judgment, with perhaps widely accepted 
general rules of order, but no absolute— 
or even relatively absolute—demarcation 
line between right and wrong, good and 
bad, it follows that no control can be 
devised that is not arbitrary. The free- 
dom to be “good” in art cannot be 
separated from the freedom to be “bad.” 
We may not like it, but in a democracy 
we must allow the bad to exist in order 
to allow the good to exist. We must, for 
instance, permit “bad” political parties 
in order to insure freedom for “good” 
political parties. In the Soviet Union, 
where no real political freedom exists, 
only the “good” (as interepreted by 
those in power) is sanctioned. Hitler 
was chosen by the German people to 
decide in all matters as to what con- 
stituted “the public welfare.” As a re- 
sult, his decision as to what constituted 
“good” architecture resulted іп the 
banning of all styles other than the 
classical, with the consequent closing 
of the Bauhaus and the emigration to 
the United States of such architectural 
talent as Mies van der Rohe. Such analo- 
gies may strike the reader as extreme; 
yet there is a direct relationship in- 
volved—in kind, if not in degree. It 
should be remembered that freedoms are 
seldom taken away at one time; they 
are, instead, given away slowly, as in 
Nazi Germany, by people who take the 
path of least resistance, or who rational- 
ize each loss as insignificant or as being 
“for the good of the profession.” 

Those individuals who argue that 
aesthetic decisions are properly subject 
to the political power of the state, do so 
on the alleged grounds that architecture 
affects “the public welfare.” Architects, 
for instance, frequently make this con- 
tention, claiming that because of this 
phrase, aesthetics is included in the in- 
tent of registration laws; that because 
we cannot escape living with ugly build- 
ings, the public welfare is involved. 
Courts, also, have upheld as valid the 


consideration of aesthetics as an element 
in zoning laws, since undesirable aesthe- 
tics "tend to cause an adverse effect on 
property values." 

I contend, however, that the phrase 
“for the public welfare" should be 
dropped from laws that give administra- 
tive boards police powers: it is open to 
such broad interpretation that it gives 
the boards practically unlimited powers. 

For is it not clear that these arguments 
are little more than rationalizations, 
ignoring the primary considerations? For 
instance, it is undeniably true that when 
people of a *lower standard" race move 
into a district occupied by a “higher 
standard" race, the property values tend 
to depreciate. This is no excuse, how- 
ever, to deny basic Constitutional and 
human rights simply because people 
allow themselves to be financially hurt 
through their own stupidity and lack of 
democratic principles. This type of 
thinking is suitable to a totalitarian 
state, but it is out of the question in a 
democracy. It is high time that, as citi- 
zens, we recognize our responsibility to 
live by the ideals we profess to uphold. 
We still fail to realize that freedom, 
once attained, can never be taken for 
granted. For there are always individuals 
who attempt to undermine them, piece 
by piece, through cleverly veiled ration- 
alizations. In other words, to combat this 
regressive tide, this process of natural 
decay of our liberties, requires the dedi- 
cation of individuals who are willing to 
hold firm against it. 

Or, again, take the argument frequent- 
ly made by architects—that aesthetics 
is a legitimate concern of boards of 
registration since it concerns the public 
welfare. This is simply a rationalization 
by which architects seek to induce the 
public to leave decisions of aesthetic 
preference to them. Since this assumes 
that the aesthetic standards of architects 
are superior to that of the public, it 
surely cannot be argued that the two 
standards coincide. It means, in short, 
that architects are assuming the role of 
an intellectual and artistic aristocracy— 
a Platonic rule of the “most able." 
Though this may be a more desirable 
form of government than the one we 
now have, it is, nevertheless, not a 
democarcy. It is particularly reprehen- 
sible when registration board members 
are politically appointed—a notion alien 
even to Plato's ideal state. If, therefore, 
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we are to believe in our present form 
of democracy, we must not allow any 
individuals or groups to set themselves 
up as god-like judges as to what is good 
or bad in art. To argue that the con- 
trary is valid, simply because buildings 
are exposed to public view, is to argue 
for the suppression of a Wright, a Gaudi, 
a Corbusier. By the same logic, it would 
be possible for someone with a warped 
imagination to insist that church steeples 
be banned because they are, in reality, 
phallic symbols. 

Some people may feel that passing 
aesthetic judgment on ап architect's 
qualifications is not the same thing as 
suppressing the type of architecture he 
will produce once he is licensed. But 
this again avoids the real issue, for to 
suppress the producer is to suppress the 
product. At the same time, to insist that 
what is being judged is the man’s basic 
design ability, not the style, is absurd 
and naive. For one thing, through what 
phantom ability are the judges able to 
discern design talent from an architect’s 
drawings, without at the same time pass- 
ing judgment on the style of the archi- 
tecture. For contrary to the belief of 
many architects, there is a difference be- 
tween a rendering and a completed struc- 
ture. A relationship undoubtedly exists 
between an architect’s ability to express 
himself on paper and the creative effort 
invested in the completed building. Yet 
this is open to argument at best, and 
more the exception than the rule. There 
are many men, for instance, who are 
excellent delineators, but who lack the 
creative ability, the sculptural sense, and 
the intellectual capacity necessary to the 
complex task of creating a total struc- 
ture. There is a world of difference be- 
tween a “sharp-looking” tree drawn on 
an elevation and a total building design 
that goes beyond the dull application of 
architectural clichés. Besides, what archi- 
tect will deny that in practice there is 
room for those with little design ability? 
After all, we all know that offices have 
their structural men, their specifications 
men, their draftsmen, and their cocktail 
holders—all of them contributing to 
success. 

Architecture is more than a compe- 
titive, practical profession: it is a life 
of creative idealism, superior to consid- 
erations of mere technique. And by the 
same argument, architecture as a creative 
art cannot be separated from its cultural 
responsibilities. When architects try to 
regulate the artistic ideals of their pro- 
fession, they prostitute the very values 
they allege to champion. It indicates how 
much they lack the true creative spirit, 
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whose essence is the freedom to express 
oneself according to the limitations and 
direction of one’s individual talent. If 
architecture is losing prestige and im- 
portance, then it is because of such pros- 
titution, not in spite of it. Architects 
should not concern themselves with us- 
ing the law to keep certain qualified 
builders, such as general engineers, from 
using the title of architect. 

'The best solution to this entire prob- 
lem may be to require no registration 
laws for architects at all. It is true that 
many states at present permit licensed 
engineers to design buildings: in some 
cases, an engineer is examined in one 
specialty only (such as mechanical or 
electrical engineering), yet is legally 
permitted to design an entire structure. 
Such a situation—in which the law per- 
mits two different tests for the same 
essential rights—is certainly wrong. But 
it will not be corrected by architects 
trying to dictate a solution by saying, 
in effect, that the main difference be- 
tween their profession and that of engi- 
neering is primarily one of aesthetics, 
when, in truth, it is not. 

Anyone who has the ability to design 
a building is an architect, and this 
ability, it is true, includes aesthetic sense 
and capacity. However, from a legal 
point of view and in a truly democratic 
sense, engineers who lack this aesthetic 
capacity should be allowed to design 
buildings. In other words, an owner 
should be permitted to buy and erect an 
“ugly” building such as the early works 
of Wright, or practically апу: revolution- 
ary genius, even if it happens to offend 
the public. 

If a man wishes to call himself an 
architect—or chief builder, as the name 
originally meant—then it is not, from 
an aesthetic point of view, the business 
of the state. This may lead to a lower 
standard of architecture, but even this 
is more desirable than to deprive indi- 
viduals of their human rights. Besides, 
it is doubtful that relaxed controls will 
mean poorer architecture. After all, the 
general level of modern architecture is 
in any case so low that one may wonder 
whether it is because of these controls 
or in spite of them. In fact, it is not un- 
reasonable to speculate that an architec- 
ture whose aesthetics is controlled by 
the state will, by its very nature, enforce 
mediocrity. With greater freedom, there 
may perhaps result some gloriously 
“horrid” buildings, built of sufficiently 
sturdy materials that they will outlive 
and outlast the demigods of aesthetic 
control, thus leading us out of the morass 
we are in at present. Let us hope so. 
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MASTER PLANNING 
THE COLLEGE OR UNIVERSITY 
A college or university today provides 
in its complexity most of the elements, 
frustrations, and confusion of an urban 
society. As a special segment of that 
society, many believe that directions in 
planning for the campus can lead to di- 
rections applicable to the urban planning 
problem. Although this is abstractly true, 
no evaluation of this particular problem 
or the opportunities has been undertaken. 

In considering the educational en- 
vironment and trends in higher educa- 
tion, four basic ideas predominate. First, 
new teaching techniques. The increasing 
use of audio-visual aids, closed circuit 
television, and films affect the design of 
buildings and their spatial relationships. 
Second, flexibility. Rapid change and 
growth will require building spaces that 
permit ready conversion and expansion. 
Building elements that serve similar 
functional uses should be similar in de- 
sign. Third, variety in the environment. 
Each university activity should be in the 
type of structure that can be utilized most 
efficiently. Fourth, interdisciplinary op- 
portunities. Higher education is moving 
toward closer interrelationship among the 
academic fields of study. To meet this 
development, a building should be de- 
signed to serve a function rather than a 
discipline. 

The concept of planning must recog- 
nize the academic process as the special 
ingredient of campus character and bring 
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to this process the visual elements of 
environment. To grasp immediately these 
elements, we can visualize the two basic 
attributes—totality and urbanity. Both 
of these reflect known visual attributes 
but rely on specific use of the basic plan- 
ning process. Listed, they appear pro- 
saic, but if tested against actual environ- 
mental conditions, they reveal major 
failures in campus planning. 

(1) Are the constant factors in campus 
planning being utilized to self-generate 
the campus community—the library, 
lecture center, cultural areas, social 
areas, community areas? 

(2) Is the transposition and movement 
of students and faculty, as pedestrians, 
as bicyclists, as autoists, planned to 
reinforce the campus pattern or as 
deterrents and energy expenditures? 

(3) Is the use of the four social areas 
of space creatively developed— private, 
semiprivate, semipublic, and public? 

(4) Is the hierarchy of space consonant 
with the use of the space on the 
campus? 

(5) Is each building vying for atten- 
tion, or is there a capacity to inte- 
grate visual environment toward a 
total concept? 

(6) Are the problems of flexibility, in- 
tegration of technical services, and 
new teaching techniques being recon- 
sidered in new orders of geometry, or 
new concepts in “surge” spaces? 

(7) Is the campus considered as a pedes- 
trian community, or even as a com- 


munity in any social sense? 

(8) Are individual structures still re- 
lated to dream-fantasy architecture of 
bygone eras or business fantasy archi- 
tecture for “middle majority" accept- 
ance? 

(9) Is the administration and the faculty 
willing to attempt a reintegration of 
the teaching gestalt and the visual en- 
vironment? 

(10) Does the college community accept 
the responsibility of visual environ- 
ment? 

The planning process subdivides into 
four major areas in campus planning— 
preparation, concept, resolution, and de- 
velopment. Within each of these areas, 
overlapping actions occur. In the prepa- 
ration period, it is essential to synthe- 
size within each category the aims of 
the institution, the statistical program 
for the institution, the visual and tech- 
nical characteristics of the site and the 
surrounding environment, as well as spe- 
cial theoretical and practical research on 
educational theories, spatial orderings, 
aesthetics, and new materials and tech- 
niques. The second phase of the pre- 
paration requires the synthesis of the 
elements into two areas—the first, an ob- 
jective resolution combining the basic 
program aims and site factors into an 
analysis through flow diagrams of the 
hierarchial relationship of the program, 
the interdemands of spaces and volumes, 
and the effectiveness of energizers for 
campus community life. Here, specific 
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opportunities in teaching techniques, 
concepts of growth, areas of community 
life, regional planning provide not one 
but a series of different diagrams avail- 
able for review. Secondly, concurrent 
with this analysis, certain possibilities in 
concept will become apparent, and these 
concepts at this stage are abstract com- 
positions explaining the visual potential 
that social theory, spatial theory, struc- 
tural theory may inspire from the pro- 
gram diagrams. At this time, a program 
may appear diffuse and unresolvable. To 
emphasize the realism in programming, 
an assumption could be made on a cam- 
pus plan that the automobile be omitted 
as policy from consideration. At this 
time, policy or no, the problem should 
be interjected to make certain what ef- 
fects would occur. An equally effective 
challenge in assumptions can be made 
regarding the size of a library, its rela- 
tion to undergraduate and graduate pro- 
grams, the question of central library or 
separate libraries, or the scope of the 
materials considered as a library re- 
source. In either of these examples, the 
physical effects of different decisions 
eliminate and determine whole areas of 
the preparation period. However, without 
broad searches at this time, cut-and- 
patch results will occur. For in the free 
interrelationship of aims and programs, 
the various influences and judgments 
(or, perhaps, dogmatic decisions) will 
indicate one most appropriate scheme. 
In applying primary aims developed 
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during the conceptual period to resolution 
and development, three campus plans are 
interesting examples: one existing, North- 
western University; and two new, the 
University of Illinois at Congress Circle 
in Chicago, and The Air Force Academy 
at Colorado Springs, Colorado. Each has 
an entirely different academic program, 
site location, student size, and relation 
to the community. 

The awesome scale of the broad plains 
and mountains, the problem of infinity, 
determined in part the plan of the Air 
Force Academy. The other determinant 
was perceptual in explaining to the visi- 
tor the activities of the campus. Since 
over one million people visit the Acad- 
emy each year, watch a parade or tour 
the grounds, the campus must lead both 
a public and a private existence. Here, 
the natural environment touches and in- 
trudes at specific points peripherally. 

The Congress Circle campus develops 
a single center with intensive uses con- 
centrated in that area with gradually 
diminishing uses as the intensity of total 
use diminishes. Here, 20,000 or more 
students will generate an urban atmos- 
phere about a single focus—a university 
square or plaza. Lecture units join with 
outdoor theatre and plaza surrounded by 
classrooms, teaching laboratories, library 
and student center, and then peripher- 
all with heavy laboratories, research 
and staff offices and administration. 

At Northwestern, the expansion pro- 
gram developed along the Lake shore 


reintegrates the lakefront into the cam- 


pus, preserving a vista of water, and 
varying the character of the water and 
land forms, reflecting not only the char- 
acteristics of the natural environment, 
but their relation to the specific poten- 
tial needs of the campus. The prelimin- 
ary plan grows from the existing struc- 
tures to new, separate patterns for Lib- 
eral Arts and Science and Engineering, 
which are linked by social and cultural 
activities. Again, the natural environ- 
ment provides foci that contrast the ur- 
ban character of the Liberal Arts Plaza 
and the urban and scientific character 
of Science and Technology with the in- 
formal open area of Deering Meadow 
and the water areas. Here scale, num- 
bers, and circulation patterns form the 
internal net. 

Each of these campus plans is ob- 
viously different in two-dimensional site 
drawings. As the final determinant is 
three dimensional, the eventual character 
is determined by the building design 
and the campus plan. Here the differ- 
ences are revealed in scale and structure, 
the surrounding environment, and the 
interpretation by the architect of form 
and enclosure. 

If we are to find solutions for plan- 
ning in the urban environment, the col- 
lege campus plan can be the catalyst. In 
no other segment of the environment ex- 
ists a force with greater capacity to as- 
sist in establishing both the problem and 
the potential. WALTER М. №тѕсн, Jr. 


Feasibility Studies of Made Land 


The studies made by Skidmore, Owings 
& Merrill as to feasibility of made-land 
expansion into Lake Michigan took three 
directions: inquiry into local planning 
considerations, to make sure that there 
were no conflicts and that approvals 
were likely; investigation of Government 
policies relating to use of lake land; 
and analysis of engineering problems, 
including design and cost. It was found 
that there were no insurmountable local 
difficulties, and that sufficient precedent 
existed for worth-while lake-land expan- 
sion, where health and public welfare 
were not affected, so that approvals 
would be likely—and indeed they have 
been received. Finally, the engineering 
studies indicated that filled land of the 
extent needed would be both feasible and 
less costly than the purchase of shore 
land. Four studies of various amounts 
and configurations of new land were 
made (diagrams at right). ES (Engi- 
neering Study) 1 was felt to be too 
limited in width, and to encroach too 
closely on an existing beach. ES 2 proved 
to be less costly per acre of land acquir- 
ed, because of more equitable ratio of 
land area to bulkhead. The configuration 
was also considered attractive and most 
useable. ES 3, developing more land, 
would have cost more per acre because 
of increased bulkhead requirements in 
deep water. Since ES 2 was obviously 
the best scheme, ES 4 was developed in 
detail as a further study of this pos- 
sibility. Recommendations were there- 
fore made to the university that a master 
plan be prepared, that more detailed en- 
gineering analysis of methods of fill be 
authorized, and that moves be made to 
secure permits and approval from the 
state legislature. These steps were taken, 
and the project is now well underway. 

The more careful later studies not 
only indicated that fill could be effected 
even more cheaply than was first thought 
(at about one fourth the cost of pur- 
chased shore land in Evanston) but also 
developed more interesting possible uses 
of the new land. Two proposals were 
placed before the university authorities: 
full, “total fill” development (lower plan, 
this page); and a more pliable as well 
as more attractive *land reserve" scheme, 
allowing lagoons to extend into the new 
campus to form a blended landscape and 
to become reflecting pools and recrea- 
tional areas. This is the scheme ad- 
opted (facing page). 


Advantages of Lake-Land Expansion 


The architects point to several ad- 
vantages, in addition to the economic 
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ones, in this method of expansion for 
this particular campus. There are, for 
instance, advantages to both the univer- 
sity and the community in the fact that 
pressures will be removed for use of 
property west of the present campus for 
university requirements. The city of 
Evanston can now go ahead confidently 
with co-ordinated planning for this resi- 
dential area, and the university will be 
assured of a good neighboring environ- 
ment. Іп addition to that, the develop- 
ment of the new land will provide ex- 
pansion possibilities immediately adja- 
cent to and in good relation to present 
buildings and departments, without the 
usual shifting necessitated by purchase 
of new land parcels. And finally, the 
eastward expansion into the lake will 
make it possible for the university to 
reorient its planning toward the lake 
rather than toward the town, and develop 
a visually outstanding campus. “We 
know of no other campus in the country 
that has such a cogent opportunity to 
use dramatically a natural feature such 
as the lake,” said the architects’ pre- 
liminary report. 

In general, the campus expansion pro- 
vides men’s housing at the north end, and 
women’s at the south; extension of Engi- 
neering, Science, and Business Adminis- 
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tration in the center of the new area; 
and a Liberal Arts group in the southern 
part. A Fine Arts complex is on a plaza 
extending into the newly formed lagoon. 
The “totality and urbanity" that Netsch 
describes as criteria of campus planning 
are thus achieved in an unusual and par- 
ticularly effective manner. 


Preliminary 
Engineering Evaluations 


Engineering considerations involved in 
the creation of land in Lake Michigan 
include the basic means of establishing 
such land, type of material to be used 
for this purpose, methods of confining 
the material used, and practical and eco- 
nomic limitations of these procedures 
for the given or anticipated purposes. 
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The following discussion is a synopsis 
of SOM’s initial analysis of the several 
alternate considerations for fills, break- 
water structures, and design methods 
used to arrive at preliminary estimates. 


Establishing Made Land 


The acquisition of off-shore land is gen- 
erally accomplished by two methods: ac- 
cretion from water-transported material, 
or the placement of fill. The quantity of 
littoral (shore) drift along the western 
shores of Lake Michigan, in the North- 
western University area, is limited due 
to an abrupt change in shore configura- 
tion just to the north. This induces a 
lakeward diversion of the shore drift and 
increases the tendency toward erosion 
along the shoreline. An additional factor 
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which contributes to the scarcity of lit- 
toral drift in the area is the increased 
number of in-shore protection structures, 
updrift from this point. For the stretch 
of shore south of Wilmette (a mile or so 
to the northwest), all major projects in- 
volving made land in Lake Michigan 
have been accomplished by placement 
fill. Material for fill has been obtained 
by dredging from the bottom of the lake 
and from extensive highway construc- 
tion projects. In addition to these types 
of fill material, extensive use has been 
made of sand taken from the Indiana 
shoals at the south end of Lake Mich- 
igan. In all instances, authorized forma- 
tions of made land involving fill have 
required the construction of offshore 
bulkheads to contain the fill. 
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Type of Fill 

Two general classes of material were 
recognized in considering the formation 
of made land within the containing bulk- 
head. One class of material is defined as 
pervious fill, such as sand, bank or pit- 
run sand and gravel, slag, cinders, and 
similar waste products of industry, and 
selected debris such as broken pavement, 
building foundation, brick and similar 
material excluding trash, timber, and 
other organic substances. 

A second class of material is defined 
as impervious fill, such as clay and 
silt, composed of fine-grained materials 
through which water is unable to move 
freely. 

Pervious fills are superior material for 
fill of this nature, because of inherent 
physical properties which cause them to 
be more stable when placed in submerged 
fill. The larger particle size allows the 
water table within the fill to fluctuate 
with the lake level, and thereby elimi- 
nates the build-up of hydrostatic head 
against the inner face of the containing 
bulkhead. 

Impervious fills are less desirable, be- 
cause of inherent physical properties 
which in most cases are opposite to the 
ones discussed above. These materials 
exhibit capillary action to entrap water 
without relation to the surrounding water 
level. The small particle size allows es- 
cape of fill into the lake, increasing the 
possibility of contamination and loss of 
fill near the surrounding bulkhead. Also, 
the smaller particles contribute less in- 
ternal friction to the soil mass, thereby 
increasing the loading against the sur- 
rounding bulkhead. 

Pervious fill materials are not readily 
available at the site, but can be obtained 
in the Greater Chicago area. A feasible 
and economic method of delivering this 
fill to the site would involve the con- 
struction of a temporary pier and chan- 
nel in the lake, which would permit 
boats to be unloaded in close proximity 
to the area within the bulkhead. 

Impervious fill material may be ob- 
tained at the site through dredging of 
the lake bottom. The shallow depths im- 
mediately off-shore from the project area 
do not permit dredging equipment to ap- 
proach the site directly, but for a con- 
tract of this magnitude a program might 
be developed utilizing pier and channel 
facilities, as mentioned above, to enable 
the lake-bottom material to be raised 
economically. In addition to dredged ma- 
terial, spoil from large excavation proj- 
ects may become available and could be 
incorporated in the project. Although 
pervious material is considered prefer- 
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able for the entire project, due to the 
large quantities and cost involved, con- 
sideration has to be given to methods 
of using less expensive impervious fill 
whenever possible. Selection of the final 
design of the fill will depend upon eon- 
siderations of cost, availability, and 
means of transportation. 


Bulkhead Design 


In determining the recommended height 
of bulkhead, hydrographic records of 
water levels of the Great Lakes were 
studied. During the years between 1860 
and 1956, it was found that the highest 
level recorded for Lake Michigan was 
583.7 ft above mean tide at New York. 
This occurred in 1886. The most recent 
period of high lake level was in 1952, 
when the lake level rose to 582.7 ft. 
Present lake level, as of April 1960, is 
578.9 ft. 

For purposes of this study, an eleva- 
tion of 582.0 was selected for still high 
water. This elevation is considered con- 
servative, as the hydrographic records in- 
dicate that since 1888 the level of 582.0 
has been exceeded only three times: in 
1929 with a level of 582.3, in 1952 with 
a level of 582.7, and in 1953 with a 
level of 582.15. The average annual level 
since 1888 has been 580.5. 

After determination of still high water, 
it is necessary to superimpose a design 
wave height. Design waves may be cal- 
culated from consideration of fetch dis- 
tance, wind velocities and duration, and 
shoaling characteristics of the lake bot- 
tom. Significant wave height is defined 
as the average height of the highest one- 
third of the waves within a given wave 
group. The maximum individual wave 
height recorded was 10 ft. Consideration 
of the above data indicated that a design 
wave of 7.0 ft should be employed as 
the maximum significant wave in any 
wave group approaching the site under 
storm conditions. 

On the basis of the above data, a 7.0 
ft wave superimposed on a still high 
water elevation of 582.0 was used in the 
design of the containing bulkhead. To 
give further protection to the ground 
immediately behind the bulkhead, a 
freeboard of 2.5 ft above design wave 
height was recommended. To protect the 
campus grounds in-shore of the perim- 
eter bulkhead, a land form 5.0 ft or 
more in height through the means of 
landscaping was felt desirable, to contain 
the wind-blown spray апа occasional 
overtopping waves greater than the de- 
sign wave. As shown (Section A, facing 
page), the top of bulkhead was estab- 
lished at elevation 589.0 ft. 


Type of Bulkhead 
Steel sheet pile walls, tied back to bat- 


tered piles or a restraining deadman, 
have been used extensively along the 
lake front as a shore protection measure, 
or for enclosing small areas of made 
land (Section A). However, bulkheads 
of this design have not proved too suc- 
cessful where exposed to the full forces 
of waves developed over the longer 
reaches of the lake. 

In intermediate depths, 10 ft to 16 ft, 
and where stable foundation soils do not 
exist near the lake bottom, excessive pile 
costs can be avoided by placement of 
graded stone in a rubble mound. Stones 
used in rubble mounds are graded from 
15-ton capstone to gravel or slag core. 
The larger stones are sized and placed 
to resist the wave energies developed by 
storm-generated waters and the smaller 
stones are sized and placed to prevent 
loss of fill through the containing bulk- 
head (Section B). 

In deeper water—that is, 16 ft and 
deeper—present practice along the lake 
has been to construct cellular-steel sheet 
pile cofferdams filled with stone and 
capped with concrete. This construction, 
when founded on stable foundation soils, 
provides a bulkhead capable of with- 
standing storm-generated waves even 
without the placement of fill behind the 
bulkhead and thus avoids losses due to 
sudden storms during construction. 


Conclusions and Recommendations 


As a result of the original engineering 
study, which contained, in part, a report 
of the preceding evaluation, a precise 
soils-engineering survey and analysis 
was made. This search substantiated the 
earlier report concerning the feasibility 
and economics of the creation of addi- 
tional land in Lake Michigan adjoining 
Northwestern’s shoreline. In addition, the 
supplemental study confirmed: (1) the 
cost and types of bulkhead design and 
construction recommended in the original 
study; (2) the feasibility of using hy- 
draulically-dredged clay fill from ad- 
jacent subsurface lake areas in lieu of 
purchased fill material; (3) use of this 
type of fill to reduce substantially the 
estimated cost of the project. 

It was finally recommended that rub- 
ble-mound dike construction should be 
used for the north and east walls of the 
proposed land fill area. Tied-sheet pile 
retaining wall construction should be 
used for the more protected south wall. 
Sand fill should be located immediately 
behind the sheeting and extend to the 
anchor piles placed a minimum distance 
of 70 ft from the piling. 
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CHAPELS FOR MEDITATION 


Of all public spaces, none have maintained a closer integration of interior and exterior 
than the place of worship. Even when the art of the painter and sculptor was 

in the ascendancy, the integration of interior and exterior was preserved. 

The two chapels shown on the following pages exemplify this unity of architecture 


and interior design—they both seem to proclaim that religions, which stand for truth, 
want to be housed without deception. 


PHOTOS: FRANK LOTZ MILLER 
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CORPUS CHRISTI CHAPEL * ST. JOSEPH 
SEMINARY, ST. BENEDICT, LOUISIANA °» 
LAWRENCE & SAUNDERS, ARCHITECTS 


At the heart of St. Joseph Seminary, a 
high-school/junior-college complex for 
the archdiocese of New Orleans, is a 
roofed and galleried courtyard through 
which seminarians pass on the way to 
and from classes. The Corpus Christi 
Chapel stands at this crossroad as a 
devotional reminder and as a constant 
symbol of purpose, where one may stop 
conveniently for prayer and meditation. 

The chapel has a cylindrical form, 30 
ft in diameter, composed of lozenge- 
shaped panels with steel framing; on the 
interior and exterior of the chapel, the 
panels are finished with white plaster. A 
parasol-shaped ceiling suspended below 
a flat roof is finished in white plaster, 
and the terrazzo flooring is also white. 

Strips of colored glass—red, gold, and 
blue tones—between the unadorned 
panels provide the main decorative ele- 
ment in the design. The strips are 
primarily red on one side of the entrance 
and blue on the other; successive strips 
have more and more gold until, near 
the altar, they are predominantly gold 
with only accents of red and blue. At 
different times of the day, sunlight slips 
into the courtyard and through these 
strips of glass, casting colored light onto 
the white walls and floor of the chapel. 

The chapel seems to have realized the 
requirement of the abbot for designs of 
“simple and sincere dignity which attain 
to beauty through essentials.” 


DATA: descriptions and sources of the 
major materials and furnishings shown. 


Walls: sand finish plaster/white/U.S. Gypsum; over 
metal lath, Glass strips: leaded/red, gold, blue/ 
handblown/Blenko. Flooring: white cement, white 
tesserae, 10% brass chips. Lighting: incandescent/ 
suspended above ceiling; hanging fixtures/brass tub- 
ing/clear glass exposed filament bulbs/25 watts/archi- 
tect-desiga. Altar: Georgia white marble/natural 
ceramic tile by На!  Reigger/architect-designed. 
Credence table: 12” cylinder/Georgia white marble. 
Kneelers: foam rubber pads/Naugahyde upholstery/ 
light beige/U.S. Rubber. 
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PHOTOS: ROGER STURTEVANT 


CHAPEL FOR MOLINE PUBLIC HOSPITAL • 
MOLINE, ILLINOIS • HENRY HILL, ARCHITECT 
* JOHN W. KRUSE, ASSOCIATE ARCHITECT 
* I. THOMPSON, STRUCTURAL ENGINEER 


A gift to the Moline Public Hospital, 
this interdenominational chapel was 
planned to serve patients and visitors 
who might desire a more reverent place 
for meditation than the waiting room of 
the hospital. No formal religion or dog- 
ma is suggested, but the chapel can be 
closed off by a pair of walnut doors 
(4) for the administering of last rites. 

The chapel stands free on a 30-ft con- 
crete pedestal (1, 2) behind the hospital 
and is connected to the main waiting 
room by a 60-ft bridge, which is both 
the access to the chapel and also *paces" 
the change between the two interiors. 
The arrangement has been judged a good 
solution to “an almost impossibly dif- 
ficult site.” 

Facing the entrance to the bridge is a 
blue-gray wall on which the 90th Psalm 
is mounted in bronze letters (3). The 
architect was requested to express in his 
design the spirit of this psalm, which 
begins with a lament on the transitory 
nature of mortality. The phrase “as a 
watch in the night” was taken as a 
theme, from which the architectural 
symbol of a torch held aloft was de- 
veloped. 

The view down the bridge does not 
look directly into the chapel but shows 
only the passageway of gray-rose walls 
divided by walnut strips, and a grayed- 
lavender ceiling with circular lighting 
recesses; a blue-gray glass panel in the 
anteroom to the chapel closes the view. 
The chapel is revealed from the anteroom 
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A bridge set at an angle to the hospital 
connects the main waiting room—behind 
camera in (3)—with the chapel (5). 
Illumination of the exterior makes the 
architectural symbolism of a flickering 
watchlight as readable by night (2) as 
by day (1). 


Chapels 


139 


through a triangular opening (5). 

The cluster of pyramids that com- 
prises the building is composed of pre- 
cast, triangular, webbed concrete panels, 
which are left natural with a sandblasted 
finish. 

Nearly half of the panels are set with 
precast panels embedded with colored 
glass. From the floor up to the 30-ft 
apex there is progressively more con- 
crete and less glass, which is primarily 
deep blue, purple, and lavender and 
fades off to pale gold with occasional 
flecks of red. The color is distributed 
so that it is deep at the base of the 
chapel and becomes lighter as one looks 
up, until, at the lantern, the color “shat- 
ters” into smoke-gray and clear glass 
(10). 

Directly below the lantern, and il- 
luminated by a light from it, is a clear 
bowl with a small jet of water (8); the 
movement of the water casts reflections 
on the walls that carry the eye con- 
tinuously upward to the lantern again. 
On the interior, then, as well as on the 
exterior, there is a symbolic expression 
of the lambent flame image of the 90th 
Psalm. 

The chapel won an Award of Merit in 
the 1961 AIA Honor Awards program, 
when it was deemed to be “a distin- 
guished interior with great religious 
feeling.” | 


DATA: descriptions and sources of the 
major materials and furnishings shown. 


Walls: triangular concrete panels/precast/natural/sand 
blasted; triangular colored glass panels/144” thick/deep 
blue, purple, lavender, pale gold, flame red/Glassart, 
Scottsdale, Arizona, Lantern: glass/smoke gray, clear; 
blue-purple, amber Cathedral Tropiglass/Russell Re- 
inforced Plastics; aluminum frame. Flooring: cork 
tiles/Danish; beneath fountain/integral colored соп- 
crete/red; exposed aggregate/gray and bronze; bronze 
divider strips. Seating alcoves: concrete panels/gold; 
banquettes/walnut/architect-designed; upholstery/wool/ 
red and bronze/Margery Hoffman Smith. Fountain: 
clear plastic bowl/5-ft diameter/pattern achieved elec- 
tronically/bronze base/Tobermory, Berkeley, California. 


Three corner pyramids of the triangular 
plan, which are of glass and concrete, are 
intended as semiprivate areas and can be 
used by ambulatory or bed patients (6). 
Two sitting alcoves (9) are enclosed by 
concrete panels finished in oxidized gold. 
The red accents of the glass are picked 
up again in the inset beneath the fountain 
(8), in the alcove lighting fixtures (7), 
and in the banquette upholstery (9). 
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Discs Replace Mortar 


142 Materials and Methods 


Report on a new method of joining 
lightweight-concrete building units, using 
plastic discs instead of mortar. 


For some years, Sweden has been work- 
ing toward improved concrete-block con- 
struction—reducing joint thickness while 
at the same time providing a more pre- 
cisely built wall. Early experiments in 
the 1940’s led to the introduction of what 
are now known as Ytong units; these 
were designed to be simply glued to- 
gether, a construction method made pos- 
sible by the precise dimensional accuracy 
of the units. Latest development from 
the International Ytong Company is a 
unit that needs no mortar or glue, but 
that fastens with a unique plastic disc. 

The new lock-joined units are Ytong 
blocks of standard dimensions—30 in. 
long, 8 in. high, and 8 in., 10 in., or 12 
in. wide—with milled grooves in the 
upper and lower joining surfaces. Cir- 
cular discs of polystyrene are fitted into 
these grooves during erection to lock 
units securely together. This method pre- 
supposes exact dimensions and angles, 
a requirement now met by special pre- 
cision machinery. Quantity production 
has already begun, and all future pro- 
duction of Ytong stave units will be of 
this type. 


Composition of Units 

The lightweight units are made from 
Ytong, which is produced from quick- 
lime and siliceous materials. The raw 
materials vary in different countries and 
can, for example, be burnt shale, sand, 
sandstone, fly-ash, or blast-furnace slag. 
In the production process, the raw ma- 
terials are ground to a fine consistency 
and mixed with water and aluminum 
powder to form a thick sludge. The 
mixture is then poured into steel molds. 
The aluminum powder acts as a leaven- 
ing agent, building small bubbles in the 
mass, much as baking powder does in 
bread dough. When the mass has risen, 
it has a cheese-like consistency and is 
cut into the desired shapes. Finally, the 
material is steam-cured in autoclaves, 
where it hardens to a homogeneous prod- 
uct of high compressive strength. 

In addition to the standard sizes, there 
are units 10 in. high and 4 in. thick for 
partition walls, and 4 in. high for level- 
ing purposes. Door and window lintels 
are available in lengths up to 10 ft. 


Joining Method 


Milled into upper and lower surfaces of 
each unit is a central longitudinal groove 
1% in. wide and 34 in. deep. The poly- 
styrene discs, 114 in. in diameter, are 
the same thickness as the groove. In 
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erecting a wall, staves are laid in bond 
in the normal way, with discs placed 
over every vertical joint. As the discs 
take hold in both the overlying and 
underlying grooves, the position of the 
units is fixed laterally. Joints are made 
tight by a few light hammer blows. 
Window and door frames are fixed 
with pointed plates of aluminum. Cor- 
ners are reinforced with corner plates, 
plus an extra disc in a transverse groove. 
It is essential that the first course be 
absolutely level. It can be set on a 
smooth bedding or in cement mortar. 


Strength Properties 


Since the units are mainly held together 
by frictional force in the contact sur- 
faces, the wall lacks bending strength 
except as it is held in position by loads 
from above. Physical and deformation 
properties for the horizontal forces de- 
pend upon the wall's vertical thrust load. 
The wall's compressive strength with 
central loading generally corresponds to 
that of a wall composed of glued units. 
Thus the joining material has no effect 
on the wall's tensile strength. This seems 
to be a general phenomenon for walls 
of cellular concrete, since the compres- 
sive strength of masonry walls is also 
practically unaffected by the mortar's 
physical properties within normal limits. 

On the other hand, formation of the 
joint has a noticeable effect on the wall's 
coefficient of elasticity with short-term 
loading. The coefficient of elasticity of 
lock-unit walls is about half that of 
glued walls. Eccentric loading is cur- 
rently being investigated. 

The even surfaces and lack of mortar 
joints give the wall better thermal in- 
sulation than a corresponding wall of 
masonry blocks. The U-value of a 10-in.- 
thick lock-unit wall with a density of 
32 lb/cu ft is 1.35; with a density of 
26 lb/cu ft, the U-value is 1.20. 

Technical results have been excellent, 
International Ytong reports, with no un- 
expected or complicated problems. As- 
sembly is simple and fast, and since it 
requires no glue or mortar, the method 
can be used in the coldest weather. 
Units adapt readily to the building mod- 
ule. The lack of tensile strength for ver- 
tical stress does not normally cause any 
problem for a loaded wall. With a par- 
tition, however, the stabilization problem 
must be considered; here, the longitudi- 
nal grooves provide a simple means of 
reinforcement. Waterproofing is achieved 
by a thin coat of stucco. 

Ytong units are now being manufac- 
tured in 10 countries, including Norway, 
Germany, Canada, Israel, Belgium, 
Spain, and England. 
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REGISTER PLACEMENT 


BY ROBERT H. EMERICK 

Although the proper selection and place- 
ment of registers do not alone guarantee 
a successful heating-cooling installation, 
they are, nevertheless, important factors 
in environmental comfort with air sys- 
tems. Considerations of the whys and 
hows of register placement are analyzed 
here by a Consulting Mechanical Engi- 
neer of North Charleston, South Carolina. 


Many discomfort complaints associated 
with environmental control systems de- 
pendent on air movement are the na- 
tural outcomes of: (a) putting the regis- 
ter in the wrong place; (b) installing 
the wrong kind of register; (c) a com- 
bination of both. 

In designing a system, we have a 
choice of four locations for registers: 
the high wall, the ceiling, the baseboard, 
and the floor. We also have a choice of 
register forms, providing directional 
control and velocity ranges as desired. 
As a first step in making a choice, let 
us consider what effect the system en- 
vironment has on suitable locations. 


Air Movement vs. 
Building Interdictions 


The natural preference of the designer 
to introduce heating air at low points, 
and to supply cooling air at relatively 
high points, thus taking advantage of 
natural air movement, is often frustrated 
by the structural characteristics of the 
building. For example, when a structure 
is erected оп a concrete slab, the diff- 
culties and costs of providing a system 
of under-floor ducts are quite likely to 
involve an investment that is out of pro- 
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portion to the advantages obtained. So 
we think about alternate arrangements, 
such as high-wall registers or ceiling 
diffusers. 

Of the two, high-wall registers are 
more commonly chosen for residential 
installations, primarily because the 
limited height of most ceilings presents 
an extra problem in trying to keep the 
ceiling diffuser from annoying persons 
directly beneath it. Occasionally, а de- 
signer may also object to the appearance 
of a ceiling unit, feeling that the wide 
expanse of clear ceiling makes it too 
prominent. 

Since we must use high-wall registers 
under certain conditions as described, 
the performance of the registers becomes 
of prime importance. We are equally 
concerned with the directions of the air 
discharge, and the "throw" or distance 
the jet is projected. Engineers have dif- 
ferent estimates of the most desirable 
throw, some recommending a projection 
that ends approximately three-quarters 
of the way to the opposite wall, while 
others maintain that 114 times the room 
width is best, in order to secure a posi- 
tive wiping action on the windows or ex- 
terior walls where maximum heat trans- 
fer is occurring. 

The practice in this office is to match 
the throw with the full distance to the 
opposite wall, if possible. In those rooms 
that require excessive velocity to imple- 
ment this policy (over 500 fpm), we 
sometimes settle for a throw of 80 per 
cent of the distance, or seek out another 
location for the register. 

The direction of the discharge is 
determined by the shape of the room. 


Manufacturers’ standards permit various 
air patterns as illustrated (1), the vanes 
or blades of the registers being adjust- 
able on the job. Since the physical di- 
mensions of the register are quite small 
when related to the dimensions of the 
room being served, taking advantage of 
this directional control is essential for 
uniform air distribution. 

*Drop" is another factor requiring at- 
tention, this being the distance below 
the horizontal that an air stream falls 
between the register and the end of the 
throw. Manufacturers’ tables generally 
base their drop on a terminal velocity 
of 50 fpm, measured at the end of the 
throw. This must be considered, since 
an early or deep drop might cause a 
feeling of draftiness, and discomfort, in 
persons exposed to the air movement. 

A 3-ft drop іп a room having an 8-2” 
ceiling, produces an air movement of 50 
fpm just 3-11" above the floor where 
the throw ends at the opposite wall (2). 
To effectively control this situation, a 
register designed for double deflection— 
i.e., equipped with blades that can be 
adjusted to discharge air above the hori- 
zontal as well as in lateral directions— 
is recommended as a regular specifica- 
tions requirement. 


Some Pros and Cons 
of High-Wall Registers 
On the heating cycle, high-wall registers 
are less than ideal. Here are some of 
the conditions that may be expected, 
subsequent to their installation, with 
suggestions for improvement. 

(1) A substantial temperature differ- 
ential is common between the floor and 
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ceiling. Ranges of temperatures сош- 
piled by this office on a three-bedroom, 
two-bath, one-level home are tabulated 
(shown). A simple method for bettering 
the condition is to turbulate the air by 
a conventional room fan. 


ROOM TEMPERATURES AT VARIOUS 


ELEVATIONS* 
Rel. 
Height humidity 
above Temperature (percent, 
Room floor (ft) (F) average) 
Living 4 72 47 
Kitchen 5 69 46 
we 6 7614 4214 
Dining 5 78 39 
#1 Bedroom 5 75 40 
2 “ 5 78 41 
в “ 5 74 41 
Porch 4% 49 48 
#1 Bath 426 (іпзһотег) 78 43 
#2 Bath 7 79 42 
и M 70 44 
Hall 8 78 45 
*Outside temperature 46F 


Relative humidity was noted because of the effect it 
has on the feeling of comfort experienced by room 
occupants. 

Kitchen readings were affected both by cooking and 
by heat from the refrigerator condenser. 

Floor temperature in all cases, 65 F. 

Since all registers in this house are ceiling mounted, 
the proximity of the register to the thermometers, 
and variations in velocity in the supply ducts, 
accounts for the absence of uniformity in the data. 


(2) Floors wil range from cool to 
cold. This is particularly true of floors 
over a crawl space, since the ventilating 
air movement through the space steps 
up heat loss through the floor. 

Treatment takes the form of 2 in. of 
insulation added under the floor, or wall- 
to-wall carpeting, or a combination of 
these if the owner can afford it. 

(3) Smudges on the wall above the 
register, and on the ceiling directly over 
it, are the result of dust deposits, which 
are carried through the system until 
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INSIDE WALL 


A= | 15/16" TO 5 5/8" 


B= AS REQUIRED BY LOAD 
NOT MORE THAN 80% OF ROOM LENGTH 


C= NUMBER OF ROWS OF LINEAR OPENINGS,2TO8 


4 PLAN OF SLOT IN CEILING 


they find suitable areas for settlement. 

To avoid these, householders should 
be instructed, when the system is first 
activated, to wipe the walls and ceilings 
around the register every 15 days. La- 
boratory tests indicate that deposits left 
undisturbed for 30 days or longer turn 
into permanent smears. 

These contra-features of  high-wall 
outlets are balanced, in many installa- 
tions, by their excellent performance on 
the cooling cycle. Temperature uniform- 
ity is promoted by the natural tendency 
of the chilled air to sink floorward and 
diffuse throughout the warmer air of the 
room. Generally, we consider this to be 
the most satisfactory method of cooling 
residéntial rooms. 

High-wall registers, in some instances, 
offer material savings in installation 
costs. For example, a common tendency 
to set the evaporator-blower of an air- 
conditioning system in the attics of small 
commercial and professional buildings 
naturally underscores the desirability of 
delivering the conditioned air to the 
various rooms by way of attic ducts. The 
drop to each high-wall outlet is then of 
brief length, seldom more than 2 ft. 

In short, although the high-wall regis- 
ters do not satisfy all our requirements, 
their frequent contribution to good cool- 
ing and investment savings may be im- 
portant enough to decide to use them, 
despite the building's physical suitability 
for low-level service. 


Ceiling Outlet Alternatives 


In order to obtain a suitable air pattern 
at an acceptable sound level, the selec- 
tion of a ceiling diffuser type of outlet 


is a fairly complex procedure. However, 
because of this factor, we are less likely 
to place a wrong diffuser than a wrong 
register. 

As mentioned previously, the combina- 
tion of low ceilings and the difficulty of 
keeping house occupants from under the 
direct blow discourages the use of this 
equipment in residential work. We gen- 
erally prefer it for commercial installa- 
tions, auditoriums, and other higher- 
ceiling projects. Nevertheless, we often 
specify diffusers for kitchen service, 
since kitchen areas seldom have either 
wall or baseboard surface available for 
registers, and, moreover, air currents are 
set up anyway by the cooking activities. 

Diffusers can be expected to provide 
distribution through 360 degrees of azi- 
muth, and for this reason may be pre- 
ferable, in some locations, to a ceiling 
register that deflects its discharge from 
one to four clearly defined directions. 

We like to use directional registers 
in narrow areas, such as hallways, with 
the air discharge traveling in two op- 
posite directions parallel to the contain- 
ing walls. Experience indicates also that 
most ceiling installations must have di- 
rectional control for satisfactory per- 
formance. To correct a faulty bathroom 
installation where a ceiling register dis- 
charges in one direction only, straight 
down, the location should be accorded a 
unit having a three-directional output. 
(3). As an original design, however, a 
register set in the wall above the bath- 
room door, and blowing straight toward 


the exterior wall, would be preferable. 
An example of nonmultiple directional 


control that works satisfactorily none- 
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theless, is shown (4). This is a slot-type 
of register, available in various widths 
and standard lengths, and suitable for 
screening large glass areas with a blan- 
ket of warm or chilled air to suit the 
season. These have been found good for 
specific jobs, but because of their limited 
capacity, some auxiliary help from other 
registers may be needed to meet the 
maximum needs of a large room. 

They are useful also in solving some 
peculiar problems. To illustrate, in the 
restoration of Thomas Jefferson’s Mon- 
ticello, slot outlets were built into the 
head trim of the doorways, and nestled 
behind wall moldings, always in posi- 
tions invisible to visitors walking through 
the rooms. This placement permitted the 
restoration to provide both winter and 
summer comfort without committing the 
anachronism of betraying its modern 
source. 


Rooms Feel Chilly—Why? 


This complaint and question come from 
a family living in a $25,000 development 
home, with the registers located general- 
ly as indicated (5). The ceiling registers 
provide two-way deflection, paralleling 
the middle partition, but nowhere blowing 
toward the outside wall. Air movement 
generally follows the pattern marked by 
the arrows, diffusion is poor, and the 
down-drafts from the windows and cold 
exterior walls are barely challenged. 

This arrangement violates one of the 
basic axioms for uniformity in heating; 
the warmest air is not directed toward 
the coldest surface. No wonder these 
rooms are chilly. 

For the builder, of course, such an 
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MAIN SUPPLY DUCT 


arrangement saves a few dollars in duct 
construction; whether it saves his repu- 
tation for building a good house seems 
open to question. 

The warning for the designer is this: 
if and when ceiling registers are used, 
some part of their discharge must be 
directed toward the surface that is cold- 
est in winter, warmest in summer, these 
surfaces usually being the same. Other- 
wise, complaints can be expected. 


Status of Floor Registers 


This office does not favor them for these 
reasons: 

(1) Floor registers are effective dust- 
catchers. Consequently, after several 
years of service—or less in some houses 
—the accumulated debris can become a 
fire hazard. Any such installation should 
carry a directive stating: “Clean these 
registers, and the ducts beneath them, 
at least once every year.” 

(2) When placed close to an outside 
wall and under a window, which is prob- 
ably their most effective position, they 
are likely to suffer interference from 
draperies. Such interference cam depre- 
ciate their performance to an unsatis- 
factory level. 

(3) They are not our best choice of 
location for summer cooling. The rela- 
tively greater density of the chilled air 
urges it to seek the lower levels; con- 
sequently, diffusion is comparatively slow 
and seldom as uniform as from high 
registers or ceiling outlets. 

An example of the trouble that can 
follow a floor installation is shown (6). 
The second-floor room is served by a 
floor register, with a “heat lid" overhead 


9OF-95F SUMMER 
WINTER 
SATISFACTORY 


WARM AIR 


COOL AIR 


Register Replacement 


(А) (в) 
HORIZONTAL DISCHARGE UPWARD DEFLECTION 


RELATIVELY 2ND 
WARM STAGNANT FLOOR 


2ND. FLOOR 


FLUSH DIFFUSER OR 
REGISTER FLUSH REGISTER 
NOTE: 


DIFFUSER IS SHOWN IN (B) TO EMPHASIZE UPWARD DISCHARGE 
ON COOLING CYCLE. ALTERNATIVELY A FLUSH REGISTER MAY 
BE USED WITH VANES SET TO DIRECT DISCHARGE ABOVE 

7 THE HORIZONTAL. 


BEDROOM 


DINING 


LIVING ROOM BEDROOM 


NOTE: 


I- ALL REGISTERS IN CEILING OR HIGH IN WALLS 
8 2-RETURN GRILLES AT FLOOR LEVEL 
S-ALL BEDROOMS CARPETED 
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in the form of an extensive, sun-baked 
roof area. A few feet distant, and 
through a single open doorway, is the 
stairway to the lower floor, thus provid- 
ing an air chute down which chilled air 
can plunge in summer, and warm air 
rise in winter. 

This natural movement of the air in 
summer is the cause for complaint. It 
never rises enough to diffuse into the 
hot atmosphere lying stagnant under the 
ceiling, thus creating a condition that 
could have been avoided if the register 
had been located in a high-wall posi- 
tion, or even in the ceiling. 

As it is, short of relocating the regis- 
ter, an expensive and messy job, the 
simplest way to relieve the complaint is 
probably by the installation of an ex- 
haust fan to pull out the hot air under 
the ceiling and then discharge it, either 
outside the building or into a return duct 
for recirculation. The former disposal 
scheme, of course, will increase the cost 
of the air-conditioning operation, since 
the lost air must be made up through 
the fresh air intake to the evaporator 
coils. 

(4) We must also mark down floor 
registers for their skill in snagging 
feminine heels, and for their allure to 
children as depositories for marbles, 
beads, and other toys small enough to be 
pushed through. 

We should observe, however, that des- 
pite this list of why we do not like floor 
registers, many engineers do. Tests made 
at the University of Illinois indicate a 
performance superior to baseboards un- 
der some conditions. The essential fac- 
tor is to provide an exit velocity for the 
air sufficient to carry it vertically for a 
distance of 8 ft for residential installa- 
tions, higher for buildings having higher 
ceilings. 


Registers in Baseboards 


Halfway through their first summer in 
a new home, one family complained that 
the air-conditioning system was not satis- 
factory. The rooms felt warm and a little 
stuffy, except near the floor where the 
coolness was noticeable, and several 
rooms were rather drafty. 

These people were experiencing the 
effects of baseboard registers without 
adequate directional control; the dis- 
charge was moving directly across the 
floor, and staying there. Heating was 
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better, of course, since the warm air 
turned its movement upward as soon as 
it could, thus diffusing into the room 
air as it rose. 

This case illustrates why, when regis- 
ters are placed in the baseboard, both 
lateral and above horizontal deflections 
are essential, especially for the cooling 
cycle. What happens to a horizontal dis- 
charge, and the improvement obtainable 
by a rising deflection is illustrated (7). 

Several manufacturers offer baseboard 
or low-wall diffusers, with the directional 
guidance of the discharge readily adjust- 
able to the season. Although these pro- 
ject somewhat into the room, they are 
considered to produce more effective 
spread and more uniform room condi- 
tions than the flush-front register. 

We should note that under the “Silver 
Shield” standard of quality, recognized 
by associations and contractors in the 
warm-air heating industry, only base- 
board or floor-set diffusers produce the 
low-temperature differential guaranteed 
under a “Silver Shield” installation. 
This differential is a remarkable 5 F, 
when measured between the floor and 
6 ft above the floor, and with the themo- 
stat set at 75 F. 

No such uniformity is possible when 
warm air is introduced from either a 
high-wall register or a ceiling outlet. As 
previously cited (see table), a differen- 
tial of 14 degrees maximum is indicated; 
other researchers have observed as much 
as 10 degrees higher than this. 

This brings us back to a contemplation 
of the almost inevitable compromise that 
characterizes most of our register place- 
ments. When only one outlet serves both 
the heating and cooling cycles, shall we 
place it low for the most effective heat- 
ing, or set it high for the best of sum- 
mer comfort? 

Perhaps, if this conflict of perform- 
ance were explained to a client prior to 
making a decision, subsequent com- 
plaints might be avoided or at least re- 
duced in vehemence. 


Return Grille’s Place in Scheme 


One ranch house (8), with more than 
4000 sq ft of floor area, offers an inter- 
esting example of return-grille miscom- 
prehension. 

The original plans for this house 
called for a single return grille, marked 
#1 on the sketch. This one grille, in 
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that designer’s opinion, would be enough 
to evacuate all rooms simultaneously, and 
allow the supply air to enter. All regis- 
ters were either in the ceilings, or high 
in the walls; and none, incidentally, in- 
corporated adequate directional control. 

The first winter complaints were based 
on a lack of heat in the bedrooms. The 
family slept with the bedroom doors 
closed, and each morning the tempera- 
ture in those rooms, even with all win- 
dows closed, was low enough to make 
everyone extremely uncomfortable. 

The installing contractor replaced the 
furnace with a large one, but no im- 
provement followed. Then he concluded 
the larger furnace was being air-starved 
by that single return. To eliminate this 
assumed situation, he installed a return 
in the kitchen, marked #2 on the sketch. 
The bedrooms stayed cold, yet immediate 
relief for those cold rooms could not 
have been simpler. АП it required was 
for the family to leave its bedroom doors 
open just a few inches. That would al- 
low room air to escape to the return 
grille in the family room by way of the 
hall, and consequently relieve the blower 
of trying to pump air into a bottle-tight 
room. 

In this case, it was not recognized 
that new air cannot be blown into a 
room unless, simultaneously, an equal 
volume of old air moves out. Somehow, 
somewhere, we must provide enough re- 
turn-grille area to serve every supply 
register in the house, and by an always 
open passage. 

The location of each grille is actually 
of secondary importance. It is the unim- 
peded access to it that counts. For ex- 
ample, in Monticello, and in several 
restorations at Williamsburg, we have 
seen the return from a room escaping 
down the clean-out of a fireplace, or 
going up the flue to a neatly concealed 
duct. And in small modern houses, many 
a single, central return grille is used 
successfully, when the return air finds 
its way under doors that have been 
planed off % in. along the bottom. 

The ranch house (8) also had other 
register complaints. The undirected 
downblow from ceiling units produced 
annoying hot spots on persons under 
them, and did very little to promote dif- 
fusion and uniformity of temperatures. 
Also annoying, the grille in the kitchen 
became the source of cooking odors 


throughout the house. In short, that job 
required considerable revamping, all of 
which would have been unnecessary had 
the true functions of both the registers 
and returns been comprehended. 


Summing Up 

This discussion of register placement is 
significant to the attainment of improved 
heating and cooling performance, par- 
ticularly in residential installations. By 
comprehending the following truisms, a 
designer has the potential power to 
recognize errors and correct them while 
there is still time: 

(1) For heating only, a low-level point 
of entry for the warm air is most effec- 
tive in attaining uniformity of room 
temperatures. 

(2) For cooling only, high-wall place- 
ments and ceiling outlets produce the 
most even cooling. 

(3) For an all-year system employing 
common registers on both the cooling 
and heating cycles, some compromise 
must be accepted. In general, the deci- 
sion should be guided by the family’s 
comparative susceptibility to heat and 
cold, and the length of the seasons. Since 
more time is spent indoors in winter 
than in summer, efficient heating is prob- 
ably preferable to a majority of families. 

(4) Ceiling registers and diffusers 
should be used sparingly on residential 
projects, because of the relatively low 
ceilings. 

(5) Good register performance re- 
quires units having at least two deflec- 
tions, lateral and vertical. In many 
rooms, especially for high-wall installa- 
tions, as many as three deflections will 
be needed for best results. 

(6) For every register delivering 
either warmed or cooled air, provide a 
return of at least equal area, Several 
return inlets may be combined into a 
single return, provided this single grille 
is reached freely from all spaces that 
it serves. 

The proper selection and placement of 
registers and grilles does not constitute 
the whole recipe for a successful heating- 
cooling installation. Legitimate com- 
plaints can arise from other errors of 
ommission and commission. The obvious- 
ness of the registers and grilles, how- 
ever, indicates that here, at least, our 
design should be guided by a practical 
understanding of what is best. 
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VINYL/METAL COVERING 


Vinyl/metal laminate exterior. Phenix Works, Belgium. 
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There has been a growing acceptance of 
vinyl/metal laminates in the construc- 
tion field by architects and designers. A 
report of recent developments related to 
this building component follows. 


Vinyl/metal laminates are among the 
newer surfacing materials now available 
to architects and designers. They com- 
bine permanent, maintenance-free design 
and color with structural efficiency for 
both interior and exterior applications. 

Vinyl/metal laminates are formed by a 
permanently laminated bond of polyvinyl- 
chloride sheeting to steel or aluminum. 

First introduced commercially in 1954, 
the material has found a rapidly expand- 
ing market for components of the trans- 
portation industry, radio and TV hous- 
ings, appliances, outdoor furniture, etc. 
Only recently has it begun to gain ac- 
ceptance and use in the construction field 
in this country, as designers and archi- 
tects have become aware of its toughness, 
ease of forming, design possibilities, per- 
manence of appearance, minimum main- 
tenance, and resistance to abrasion, acids, 
alcohols, and weather. In addition to 
adding color, the vinyl-covered panels 
eliminate the necessity of frequent paint- 
ing caused by the abuse of heavy traffic. 

Vinyl/metal laminates in sheet or 
panel form, for use in buildings, are 
produced by Arvin Industries, Clad-Rex 
Corp. Enamel-Strip, Poloron Products, 
and Shwayder Brothers. The largest ap- 
plications so far have been as protective 
and decorative interior-wall panelings in 
schools, hospitals, and office buildings. 
Presently under construction is a large 
multistory building in the South. All in- 
terior ceiling-height partitions will be 
vinyl/metal. This building, alone, will 
use 200,000 sq ft, or 10 carloads of this 
material. 

Two companies recently have devel- 
oped successful methods of welding 
studs, nails, screws, etc., to the reverse 
side of the metal without marring the 
coated side. Thus the sheets can be bolted 
or attached to any existing surface. In 
addition, they may easily be combined 
with an insulation material to produce 
sandwich panels for walls. Prior to these 
developments, it was difficult to weld to 
the laminate, because of the high tem- 
peratures required in spot welding, which 
burned through to the vinyl sheeting. 


Exterior Application 


For exterior use, the reverse side of the 
metal is coated with a polyvinyl-chloride 
film that is weather-resistant and stands 
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up well under salt-spray апа numidity 
tests. The film will not flake or chip 
during forming. Although the laminates 
used for outdoor applications in this 
country have so far been limited, tests 
have proven that its resistance to weath- 
ering and air pollution is outstanding. 
Poloron Products has had a test building 
at its Scranton plant for more than three 
years, and the vinyl on it shows no sign 
of fading. It is merely cleaned with soap 
and water when necessary. Boat manu- 
facturers have used the laminates as 
decking for over four years, and there 
has been no fading or failing of the vinyl 
despite the constant exposure to direct 
sunlight and salt spray. 

In Europe, there has been abundant 
use of vinyl/metal laminates on exterior 
applications. Particularly important is 
the fact that the vinyl used has not been 
specially pigmented, yet has proven en- 
tirely satisfactory. Examples of the uses 
to which the Europeans have put this 
new material are: exterior paneling on 
the Nestlé administrative building in 
Switzerland; curtain walls on the rail- 
road station Guillemins in Liége, Bel- 
gium; at the Mougins Store in Mar- 
seilles, France; at the Phenix Works of- 
fice building in Flemalle-Haute, Belgium 
(see photo); and as ceiling covering in 
an indoor public swimming pool in Ser- 
aing, Belgium. The latter use, where the 
laminate is subjected to severe and con- 
tinuous humidity, is a tribute to the 
strength of the bond between the vinyl 
and the metal, which is actually stronger 
than the metal itself. Another outdoor 
application for these laminates in Europe 
is roofing for industrial buildings, where 
it is usually used in corrugated form. 

Even though ordinary vinyl laminate 
has been used successfully for outdoor 
applications in Europe, for several years 
American manufacturers have been test- 
ing specially pigmented and formulated 
vinyl sheeting to further improve its re- 
sistance to weathering and fading. Co- 


lumbus Coated Fabrics and Masland 
Duraleather are two of the companies 
active in the field. A description of some 
of the test methods and results of Col- 
umbus Coated’s program will serve to 
show the permanence of the vinyls. 


Tests 


Columbus Coated Fabrics has been con- 
ducting field tests for over two years on 
various colors in both Columbus, Ohio, 
and Phoenix, Arizona. Phoenix was 
selected because the area receives ap- 
proximately 90 per cent of the possible 
available sunlight. Columbus was used 
because of its industrial fumes and air 
contamination; it receives approximately 
50 to 60 per cent less sunlight annually 
than Phoenix. In addition to the field 
tests, laboratory weather tests on the 
same vinyls were tested. The test results 
are shown (see table). All colors held 
up well and have proven entirely satis- 
factory after the tests. No deterioration 
of the vinyl was observed during testing. 
The photos of the Phoenix test panels 
indicate the degree of variation over a 
two-year period. Compared to other out- 
door finishes, the test results were ex- 
tremely favorable. 

A recent development has been a 
weatherable, clear finish for the vinyl, 
which extends color stability, prevents 
dirt migration into the vinyl, and allows 
better dirt release. The finish also gives 
a bright luster which may be desirable 
for outdoor applications. А completely 
successful method for laminating vinyl to 
galvanized steel has also been developed. 
This was not previously possible, because 
zinc is not too compatible with the vinyl. 
This new process should overcome the 
reluctance on the part of some custom- 
ers to use the material on exteriors due 
to a fear of rust. 

The industry, through the Technical 
Committee of the Vinyl/Metal Lami- 
nators Institute of The Society of the 
Plastics Industry, Inc., has drafted a set 


LABORATORY WEATHER TEST RESULTS 


of Proposed Commercial Standards and 
Test Methods for Vinyl/Metal Lami- 
nates. The requirements and methods uf 
testing specify thickness of the vinyl, 
width, length, abrasion resistance, plas- 
ticizer loss, light stability, stain resis- 
tance, adhesion strength, and flamma- 
bility. They also establish the standard 
testing methods and minimum standards 
of performance that the laminates must 
meet. These standards are expected to 
be approved by the Department of Com- 
merce in the near future. 


Cost 


Cost comparisons between vinyl/metal 
laminates and competitive products are 
favorable. Although it is more expensive 
initially than painted metal products, its 
color fastness and abrasion resistance 
eliminate the necessity of repetitive paint 
maintenance; and its ease of cleaning 
with any soap or detergent further re- 
duces maintenance expenditures. As a 
general rule, it will be found to be less 
expensive than such other decorative ma- 
terials as stainless steel or anodized 
aluminum. Prices naturally vary with the 
size of the sheets, the type and gage of 
the metal and the vinyl. 


Widths and Thicknesses 


Metals used most frequently are steel 
or aluminum. Although facilities vary 
with the different laminators, a listing of 
Poloron's specifications will indicate what 
can be obtained. Laminated sheets are 
available in widths from about 3” to 52”. 
The thickness in steel varies from .0149" 
to .075"; in aluminum from .010” to 
125”, Colors are unlimited in the vinyl, 
and hundreds of embossed patterns and 
designs are available. The thickness of 
the vinyl runs from .005" to .012", in 
increments of .001". 

Vinyl manufacturers now offer some 
30 different simulated wood finishes, 
ranging from light yellow pine to dark 
mahogany. This makes it possible to 
have complete wood-appearing interiors 
made of steel laminates, thus overcoming 
the problem of many building codes that 
will not allow the use of wood in mod- 


2001 Hrs 2001 Hrs 
Color Phoenix Columbus Weather-o-meter Fade-o-meter ern steel and concrete structures. : 

D-1 Black Satisfactory Satisfactory Satisfactory Satisfactory The growth of the vinyl/ metal laminate 
D-3 Blue Satisfactory Satisfactory Satisfactory Slight fade industry in the last few years, and the 
D-5 Green Slight fade Slight fade Satisfactory Yellowed : 0 mE 

D-7 Aqua Slight fade Slight fade Satisfactory Slight fade increased acceptance of its qualities by 
D-9 Green Slight fade Slight fade Yellowed Slight darkening architects and designers, indicate a 
D-10 Green Satisfactory Slight fade Slight darkening Yellowed healthy future for the industry in the 
D-11 Gray Satisfactory Satisfactory Slight fade Slight darkening P А 

D-12 Gray Satisfactory Satisfactory Satisfactory Slight yellowing construction field. The laminators expect 
B-8 White Satisfactory Satisfactory Satisfactory Slight yellowing that eventually the construction industry 


will be their largest single market. 
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SPECIFICATIONS CLINIC 


BY HAROLD J. ROSEN 

А proposal governing reference work- 
manship specifications, which was de- 
veloped by the Atlanta Chapter of CSI 
and presented at the national convention 
last spring, is discussed by the Chief 
Specifications Writer of Kelly & Gruzen, 
Architects-Engineers. 


The vibrant, hard-working Construction 
Specifications Institute, at its sixth an- 
nual convention in Atlanta last April, 
submitted a proposal for the study, de- 
velopment, and publication of reference 
specifications covering workmanship. 

At its fifth convention, last year, the 
CSI submitted to its membership a ten- 
tative manual for specifications methods. 

It appears that the segment of the 
building construction profession that 
comprises CSI, in its goal to further the 
cause of better specifications, has moved 
ahead boldly in far-reaching programs 
that were never envisioned by other 
groups. At this rate, and considering the 
scope and magnitude of the proposals, 
CSI will be a force to be reckoned with 
in the establishment of standards in the 
construction industry. 

The proposal governing workmanship 
specifications is the result of a study 
made by the Atlanta Chapter of CSI. 
It is based on the premise that endless, 
repetitive descriptions of workmanship 
standards, contained in our everyday 
specifications, can be incorporated into 
a reference standard much like our ma- 
terial standards. 

For example, portland cement need 
not be fully described in a specification 
for concrete work. By reference to 
A.S.T.M. Spec C-150, Type I, II, III, 
etc., the specifications writer has estab- 
lished the standard for the cement to 
be used. Similarly, the Atlanta proposal 
governing workmanship specifications in 
the area of concrete work has proposed 
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A Proposal for 
Workmanship Specifications 


several tentative specifications as follows: 

(1) Forms for concrete. (Covers con- 
struction, use, and removal of forms.) 

(2) Fabricating and placing reinforce- 
ment. steel. 

(3) Handling and placing concrete. 

(4) Curing and protection of concrete. 
(This. covers protection of concrete 
from mechanical injury, unfavorable 
effects of hot and cold weather, and 
from premature loss of moisture.) 

By an appropriate reference in the con- 

crete-work specifications, a specifications 

writer will be able to incorporate those 
provisions of the reference workmanship 
specifications that are pertinent, in the 
same way that he currently employs ma- 
terials standards to describe materials. 

Although this concept has many at- 
tributes, it has certain adverse implica- 
tions that have to be overcome. Some- 
what similar systems are in use today, 
especially in certain public-agency work 
where there is a good deal of repetitive 
work of the same class, which permits 
establishment of similar standards that 
are issued with modifying amendments. 

To attempt to establish reference work- 

manship specifications for diversified 

projects of varying quality will require 

a good deal of thought and agreement. 
In its favor are the reduction in physi- 

cal size of specifications by incorporation 

of material through standard references; 
reducing the possibility of typographical 
errors by using standards in lieu of writ- 
ing endless volumes; making time avail- 
able for other areas requiring study, 
since the chore of writing is reduced; 
using standard phraseology that gains 
acceptance and meaning without requir- 
ing interpretation from the courts. 
Criticisms that can be leveled at this 
concept are: agreement on standards; 
description of quality of workmanship; 
and definition of terms. Manufacturers 
of proprietary products will find it a bit 


more difficult to obtain acceptance of 
their products, if their installation re- 
quirements are not in accordance with 
these reference workmanship specifica- 
tions, because of the inertia to be over- 
come in getting specifications writers to 
rewrite their specifications. 

Copies of the reference workmanship 
specifications will have to be available 
at the job site for ready reference by all 
concerned. This is not necessarily true 
of material standards, since materials 
are approved by sample or certification 
submission. However, installation proce- 
dures must be available where the work 
is under construction. 

It is conceivable that these workman- 
ship standards can be developed, and 
ideally a specifications writer can utilize 
them by tailoring them as required for 
his particular project. He can then in- 
corporate the revised standards within 
his specifications, rather than not using 
them at all since they did not fulfill his 
requirements in every detail. 

In effect, it appears that what we are 
all striving for are improved specifica- 
tions, and standardization based on co- 
operative effort will produce this desired 
result. So-called “canned” specifications 
seem to have an odious connotation, but 
actually “guide,” “model,” or “master” 
specifications are invaluable tools, since 
they comprise in essence the sum total 
of our best experience. However, these 
“canned” specifications should be edited 
carefully for the project at hand, and 
workmanship standards, when developed, 
can likewise best serve the specifications 
writer’s needs by being edited and tail- 
ored to a specific project. 

For information relative to the pro- 
posed workmanship specifications, write 
to: Mr. Ronald S. Ryner, Executive 
Secretary, Construction Specifications In- 
stitute, 632 Du Pont Circle Bldg., Wash- 
ington 6, D.C. 
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McCLOSKEY AND COMPANY 
general contractor 


LLOYD E. MICHELL, INC. 
plumbing contractor 


HARRISON BROTHERS, INC. 
plumbing wholesaler 


DAHL-EWIN-OSBORN 
architects С> engineers 


4 2 
Dedicated in October 1961, the magnificent 


new D.C. Stadium provides a fitting showplace for sports 
and civic activities in our Nation’s capital 


Performance records of millions of Sloan Flush Valves 
indicate that 
when the District of Columbia Stadium is 50 years old 
its Sloan Flush Valves 
will stall provide dependable service. 


Moreover, Sloan Flush Valve maintenance attempts have been made to imitate some 
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costs are likely to be among the lowest in 
the building maintenance budget... 
(as little as 115 рег valve per year) 
Because the Sloan ROYAL is acknowledged 
as the world's most successful flush valve, 


SLOAN VALVE COMPANY » 4300 WEST LAKE STREET • CHICAGO 24, ILLINOIS 


of its most important features. But why 
gamble with substitutes when you can 
plan for the life of the building confi- 
dently with Sloan? Specify and insist 
upon performance-proven, time-tested 


Sloan Flush Valves. 


For more information, turn to Reader Service card, circle No. 375 


MECHANICAL ENGINEERING CRITIQUE 


BY WILLIAM J. McGUINNESS 
Heating control for 67 buildings in 
Harvard University’s North Yard is now 
centralized. This mechanical improvement 
of a famous old campus is described by 
the Chairman, Department of Structural 
Design, School of Architecture, Pratt 
Institute. 


At Harvard, a subterranean steam-distri- 
bution system supplies steam for heating 
some 200 or so buildings. Almost all of 
the buildings are now interconnected 
by walk-through tunnels, approximately 
10’x10’, that carry steam pipes, control 
valves, pressure reducing valves, and 
other vital equipment. 

As a basic method of heat distribu- 
tion, this system is not at all outmoded, 
although high-temperature hot water may 
be considered for some new campuses. 
The steam is purchased by Harvard from 
a utility power plant several miles away. 
Both the utility and the college benefit 
by this arrangement; a by-product is 
exploited and Harvard’s need for a cen- 
tral power plant is eliminated. 

Outmoded, however, and expensive to 
operate, was the method of controlling 
this extensive distribution system. At- 
tendants with no other duties made tours 
through the tunnels, often at 110 F, to 
open and close valves and to perform 
such duties as checking gages and 
temperatures (see photo). The tours be- 
gan at 6 A.M. and continued through the 
day and night. The steam is used direct- 
ly in radiators or in air-condilioning coils 
in some buildings, and in others its heat 
is transferred to circulated hot water. 
Heat had to be turned on early in class- 
room buildings, and reduced after classes. 
Dormitory heating needed to be continued 
during evenings. Periodic and infrequent 
supply of heat to other buildings, such 
as the theater and the chapel, contributed 
to the complexity of the patrolling 
schedule. The variety of equipment and 
the staggered schedule of operation were 
evidence of the need for easier methods 
of heating control. 
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About three years ago, plans were 
begun to centralize control of the entire 
network of pipes on the campus. To 
simplify the control problem, the campus 
was divided roughly into four parts. The 
first of these, serving 67 buildings of the 
North Yard, is now complete and in 
operation. A central station at Langdell 
Hall, a building still in service as a 
headquarters for maintenance crews, op- 
erates this division electronically and 
largely automatically. The heart of this 
system is a Honeywell Selectrographic 
Data Center, for remote control and 
check on the separate “electronic robots” 
that are now used where the regularity 
of scheduled operations permit the em- 
ployment of clocks and thermostats. 

With only a handful of buttons, the 
center controls all 67 buildings. An in- 
teresting feature of the panel is its com- 
pactness. Schematic flow diagrams of 
equipment in all of the buildings are 
on 35-mm slides that may be dialed. By 
simplification and grouping of systems, 
only 39 slides are required. When a slide 
appears, buttons that control its pictured 
equipment are electronically linked into 
position and may be used for remote 
manipulation of such facilities as motors, 
valve controls, and temperature checks. 
The slide image is about the size of a 
home television screen and, when it ap- 
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North Yard's New Heat Control 


pears, full concentration on it is possible 

without the confusion of a multitude of 

adjacent diagrams. Control at the Lang- 
dell Hall station makes it possible for 
one man to: 

(1) Start and stop 42 fans, some located 
one half-mile away. 

(2) Operate by push buttons 32 valves 
to control steam flow. 

(3) Read temperatures at 100 points in 
the system. 

(4) Operate a 10-station intercom sys- 
tem. 

(5) Get immediate warning of humidity 
changes in tunnels and critical 
library areas. 

By means of miniaturization in the use 

of a multipurpose small panel, a single 

screen replaces an entire wall of dia- 
grams that might be required in bulkier 
systems. А man is continually on duty at 
the panel to operate the 67 buildings of 
the North Yard. Operating engineers 
telephone him periodically. A much re- 

duced staff still patrols the tunnels at a 

more leisurely pace, alert for malfunc- 

tions and ready for immediate response 
to emergency calls. 

The changes, when complete, will be 
paid for by savings within a few years, 
after which this efficient system will op- 
erate at less cost than its more ponder- 
ous and slow-moving predecessor. 
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Smith color panels enhance 
yet another kind of building: 


The Ohio Oil Company's hangar at Findlay, Ohio, Airport. 
Engineers: Wilbur Watson Associates, Cleveland. 
General Contractors: The Sam W. Emerson Co., Cleveland. 


Shadowall Panels in Colorgard manufactured and erected 
by Elwin G. Smith & Co., Inc. 


jet age hangars 


Doors, walls and facia, all erected of Egsco 
Shadowall® insulated metal wall panels with 
Colorgard®, match the modernness of this 
unique hangar design. 

The long, clean lines and planes of this 
attractive wall are unbroken by panel laps be- 
cause Smith makes the panels to equal the 
height of each surface. And the Smith erection 
technique eliminates visible fasteners. 

Colorgard, another Smith pioneered feature 
is a roller-coated baked-on resin enamel. Its 
9H pencil hardness makes it impervious to 
water and dirt, thus self-cleaning. It is virtu- 
ally inert, having no molecular loose ends to 
combine with air-borne chemicals. Color and 
surface finish will live beyond normal building 
obsolescence. 

Smith panels are protected during manufac- 


ture, shipping, storage and erection by Peel- 
cote®—a strippable plastic skin, removed when 
erection is complete. 

The architect or builder who specifies Egsco 
insulated wall panels, specifies away his head- 
ache of details: engineering, supply, shipping 
and erection to a single responsibility—and at 
an economy unmatched by comparable wall 
construction. 

For complete information, see Sweet’s Files 
3a/Sm, or write: 


ELWIN G. SMITH & CO., INC. 
WILLIAMS STREET PITTSBURGH 2, PA. 
Manufacturers of ® Metal Wall Panels 
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ITS THE LAW 


BY JUDGE BERNARD TOMSON AND 
NORMAN COPLAN 

In the first of two arcticles, P/A’s legal 
team discusses disputes concerning the 
architect’s fee when the structure he de- 
signs is not constructed by the owner. 


When the architect’s fee is based upon a 
percentage of the cost of construction, 
disputes concerning the architect’s com- 
pensation often arise when the work 
designed by the architect is not con- 
structed by the owner. The problem 
arises in many different forms. The proj- 
ect may not be constructed because of 
lack of funds, or because the plans call 
for a cost in excess of budget allowance. 
The architectural contract may be ter- 
minated before the project is built be- 
cause of the death of the architect or 
because of a default on the part of the 
owner. The architect may be discharged 
before the project is built, or he may 
have designed alternates which are not 
utilized by the owner. 

Because the contract between the 
architect and the owner seldom covers 
this area with sufficient particularity, 
the courts are often faced with the issue 
of determining the basis of the archi- 
tect’s compensation where there is no 
actual cost of construction. Illustrative 
of this issue is the case of Rowland v. 
Hudson County, 80 Atl. 2d 433, which 
involved an architect’s fee for the prep- 
aration of plans and specifications, and 
supervision of construction for a county 
hospital which was never erected. The 
contract before the Court in that case 
provided for the architect’s fee to be 
calculated at 6 per cent of the cost of 
the work. However, the architect died 
when his plans and specifications for one 
building were 90 per cent complete, and 
for a second building 50 per cent com- 
plete. The architect’s estate instituted 
action to recover the reasonable value 
of the architect’s services based upon 
the contract rate as applied to an esti- 
mated cost. 

It was the plaintiffs position that 6 
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per cent of the cost of construction for 
plans, specifications, and supervision, as 
provided in the contract, was a reason- 
able architectural fee, and that since 
the work of supervision was not ren- 
dered, 4 per cent of an estimated cost 
of construction would be reasonable fee 
for the deceased architect's plans and 
specifications, in proportion to the per- 
centage of completion. 

The defendant, on the other hand, 
contended that it had been an error for 
the trial court to admit evidence of the 
estimated cost of construction to estab- 
lish a reasonable fee, and asserted that 
in determining a resonable fee the Court 
was limited to a consideration of the 
time, labor, and expenditures made by 
the architect and should give no con- 
sideration to the cost of construction. 

The New Jersey court stated the gen- 
eral rule that upon the death of an 
architect, or other professional, his es- 
tate is entitled to receive the reasonable 
value of services rendered under a pro- 
fessional contract, even though not com- 
pleted. In applying this general rule, 
however, the Court was required to con- 
sider the appropriate specific formula 
under which reasonable value could be 
calculated. In considering whether a per- 
centage of an estimated cost of construc- 
tion could be the basis of such calcula- 
tion, the Court reviewed decisions in 
other states involving related issues. 

The New Jersey court pointed out 
that certain authorities have held that 
where a project was not built because 
bids were in excess of the owner's bud- 
get cost, an architect could not recover, 
as his fee, a percentage of the estimated 
cost of construction, as reflected in such 
bids. In such a situation, stated the 
Court, the fee depended upon the letting 
of the contract, and in the absence of 
establishing actual cost, the architect 
could not recover a percentage of the 
estimated cost. 

On the other hand, the New Jersey 
Supreme Court referred to legal authori- 
ties that have held that if a building is 
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not constructed because the owner does 
not have the funds, and there was no 
specific budget cost within which the 
architect was required to furnish plans 
and specifications, the letting of a 
contract was not necessarily a prerequi- 
site for an architect to recover the con- 
tract percentage of the estimated cost. 
In these cases, however, the architectural 
contract had expressly provided for pay- 
ment of the architect’s fee based upon 
an “estimated cost" in the event the 
project was not constructed. In some of 
these decisions, a subsidiary issue was 
raised as to whether the estimated cost 
was to be the architect's estimate or an 
agreed estimate, or an independently es- 
tablished estimate. 

The Court, while rejecting the defen- 
dant's contention that the determination 
of reasonable value must be limited to 
& consideration of time, labor, and ex- 
pense, asserted that the plaintiff's posi- 
tion was not tenable. It was the Court's 
conclusion that a fee based upon esti- 
mated cost would not be appropriate, 
stating: 


“Much of the architect's work was done at 
the beginning, when construction costs were 
low, and payment for Rowland's services . 
aggregating $85,000 on account were paid 
in 1943; yet plaintiffs theory of recovery 
calls for а calculation of the entire earnings 
on the basis of the higher rates. The assump- 
tion that the plans would sometime have 
been completed to the satisfaction of the 
board and that the award for construction 
would sometime have been made and con- 
struction actually had is built upon doubt 
and uncertainties. Added to the other factual 
fog is the uncertainty as to what the plans, 
now only partly completed, would have 
called for in their final form. They would 
have been subject to revision, perhaps radi- 
cal revision at the demand of the client. In- 
deed, all of the plans, since none had been 
finally approved, were subject to the same 
potentiality involving additional service, and 
it may be much additional service, by the 
architect." 


In next month's column, we will dis- 
cuss the architect's fee in the context 
of alternates designed by the architect 
but not executed. 
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Spartints. ...Versatile new wall and floor finish 


With Spartints, Romany*Spartan introduces eight fresh, new buckshot patterns in matte-glazed 
ceramic mosaics. Compatible with any decorative theme, Spartints are ideal for floors or walls, 
including vertical exterior surfaces. Use Spartints by themselves or with Romany*Spartan wall 
tile to create precisely the effect you wish. They’re back-mounted for speedy installation and very 
attractively priced. Your nearby Romany*Spartan distributor will be happy to provide samples 
and more information. United States Ceramic Tile Company, Department PA-26, Canton 2, Ohio. 
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See our full line catalog in Sweet’s Architectural File "Un 
For more information, circle No. 387 n 


UNITED STATES CERAMIC TILE COMPANY 


Q-012-24 Q-012-23 


| $рагїїпїз аге Quickset-mounted for faster application. 
| Tile Size: 1" x 1" x 14" 

Joint Width: 54” 

Sheet Size: 13У8” x 26/4” 
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SPARTAN, | 
CERAMIC TILE 


VIEWS 


Space Needle or Unisphere? — 
A Fair Question 


Dear Editor: I have followed both your 
articles and those of other periodicals 
that have dealt with the New York’s 
World’s Fair and its proposals. Add to 
these the controversial correspondence 
you have published; and then the full 
background and future of the Seattle 
World’s Fair; add also the proposals 
made by a few farsighted architects for 
the New York Fair; add finally the open 
mind of an individual who is not in the 
profession just for fame and fortune— 
and one reaches the position of being 
able to produce the “mature criticism” 
that is called for by Harold Horowitz’s 
letter in the May 1962 P/A. 

I feel that P/A’s criticism of the 
New York World’s Fair is both mature 
and well-founded, although it appears a 
little too sarcastic to suit some people. 
Fairs and expositions have reached the 
point, particularly in the United States, 
of becoming playgrounds for architec- 
tural gimmicks, experiments, and indi- 
vidual “jewels.” Granted that an exposi- 
tion or a fair can be expected to have 
a fanciful and festive mood, but not to 
the point of prostituting good architec- 
ture—or what could be good—in order 
to create a commercialized fairyland of 
shapes and forms. 

My deepest compliments go to the 
shaping forces, talented architects, and 
the people of Seattle for their successful 
and constructive contribution, not only 
to their city, but to architecture as a 
whole. They have succeeded in proving 
that new forms and new construction 
techniques can be tastefully blended into 
a permanent and lasting complex of 
long-term use without killing the spirit 
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of the fair. It has not only provided a 
time and place for “architectural self- 
expression,” but it has also produced a 
“plant” to be used by the city for years 
to come. (This would not have been pos- 
sible without financial assistance derived 
through the fair.) This financial aid is 
the necessary “evil” that has caused the 
death or reduction in quality of other 
proposed or attempted civic centers or 
large-scale development programs. 

Now let us consider the “immature” 
proposals for the New York World’s 
Fair, one of which, to my mind, is of 
overriding importance: permitting “arch- 
itectural self-expression” while planning 
and co-ordinating each “jewel” into a 
complex similar to that in Seattle; with 
the difference being that the New York 
development would be convertible to a 
self-sustaining suburban community— 
instead of a civic center—at the fair’s 
end. 

Now to shift to the more “mature” 
proposals: a multitude of different, awe- 
inspiring and uncoordinated buildings, 
designed to impress and overwhelm 
and eventually to be removed. Millions 
of dollars to be spent on buildings with 
a life-expectancy of nine months to one 
year maximum. It happened in Chicago; 
it happened in New York; and it ap- 
pears as if it will happen again. Flush- 
ing Meadows will spring to life for a 
short, commercialized, and profitable 
period, only to die again at the end of 
the fair and revert to its present status 
as a quiet repose of grass, animals, and 
birds. 

For the more “mature” supporters of 
the New York World’s Fair, who blatant- 
ly reject the “immature” proposals, I 
have only a few questions: 

Can the City of New York afford to 


put all its efforts into a short-lived 
“fling” while they still lack decent hous- 
ing—which they could obtain, as Seattle 
obtained its civic center, at tremendous 
financial savings—in many areas? 

Do the powers that be in New York 
feel they have fulfilled their obligations 
and responsibilities to society by passing 
up this opportunity to provide housing 
superior to the towering, impersonal, 
monolithic brick piles that are being 
built under the guise of apartment build- 
ings or public housing? 

Has personal pride and satisfaction in 
a well-designed and accepted architec- 
tural endeavor been replaced by lower 
goals? Does the fame and fee derived 
from a fair building commission justify 
designing a "jewel" at the price of sac- 
rificing it to the wrecking crews at the 
end of the fair? Personally, I would pre- 
fer my work to last and be used, instead 
of having it be a photographed and re- 
membered “one-night stand.” 

That brings me to a final question di- 
rected at the sponsors of these “jewels.” 
Are the millions you are spending on 
these buildings worth it? It is a pretty 
high price to pay for short-term adver- 
tising. Might not the money be better 
spent by not trying to "outclass" your 
competitors with architectural extrava- 
ganzas, but by co-ordinating your efforts 
to produce a more permanent and bene- 
ficial contribution to the living standards 
of the society you are trying to impress, 
while simultaneously developing your 
exhibition spaces? Ít is not a question of 
sacrificing your independence of “archi- 
tectural self-expression”: for proof, you 
need only look to Seattle. 

The Eiffel Tower has long been a land- 
mark and symbol of Paris; the Space 
Needle of Seattle will soon join it; but 
what will happen to the symbol of the 
New York fair, the Unisphere, that 
stainless-steel ball? Its shape suggests 
that, at the fair’s end, it will be rolled 
away by the highest-bidding scrap dealer. 

There is no excuse or reason for this 
huge waste of money, or, more important 
than the money, the utter disregard for 
and waste of human energies and in- 
herent potentials that are crying out to 
be used. 

Look to Seattle; look, New York, for 
it is not too late; it has proved that it 
can be done. The man is bigger who 
admits he is wrong and accepts the 
proven, than the one who ignores the 
proven and “has to have it his way.” 


DANIEL VICTOR BIENKO 
Cleveland, Ohio 


Dear Editor: For the first time in many 
months, I had the chance to read through 
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shool takes the long view with Terrazzo. the grana- 


children of the young people who now attend the Endwell, N.Y., Senior High School 
may walk the selfsame terrazzo floors. Concrete-hard terrazzo rarely needs re- 
placement. Maintenance consists of simple wet mopping. Schools report that, 
compared with resilient floors, it saves 21¢ to 53¢ per square foot every year in 
maintenance costs alone. п When you plan terrazzo flooring for school corridors, 
classrooms and entrances, specify a matrix of ATLAS WHITE portland cement. Its 
uniform whiteness brings out the true color of aggregates and pigments. Meets 
ASTM and Federal Specifications. Ask your local terrazzo contractor. For terrazzo 
brochure in color, write Universal Atlas, 100 Park Avenue, New York 17, N. Y. 
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Terrazzo flooring made with ATLAS WHITE cement at Senior High School, Maine-Endwell Central School District, Endwell, 
N. Y. Terrazzo Contractor: Leva Bros. Tile & Marble Co., Inc., Binghamton, М. Y. Architect: Walter P. Bower, Binghamton. 
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Universal Atlas Cement 
Division of 
United States Steel 


“USS” and “‘Atlas’’ are reg. trademarks WT-96 


For more information, turn to Reader Service card, circle No. 397 159 


a magazine. Naturally, I chose Р/А. I 
read the article on “The Architecture of 
Century 21" [NEWS REPORT, JUNE 1962 
P/A] and enjoyed it very much. I was 
particularly pleased that you did not 
hesitate to speak critically of some of 
the things that you felt were not up to 
standards. 


LESTER J. MILLMAN 
Providence, В.Т. 


Dear Editor: Thank you for printing 
the courageous and perceptive appraisal 
of Civil Defense and the Shelter Pro- 
gram. No one with a mature and rational 
approach to the problem can fail to agree 
with you. This is the nonconformist posi- 
tion and will be unpopular in the eyes 
of many, but how else can one live with 
one's self? 

My beliefs and feelings on the subject 
are in complete accord with the article 
entitled “The Case Against Civil De- 
fense,” (Feb. 1962 Progressive), which 
I recommend to you as a most objective 
and complete analysis of the subject. 


ROBERT C. WILLIAMS 
Berkeley, Calif. 


The Architectural Absurdity 
of “Planning” for Atomic 
War: More Comments 


Dear Editor: In response to the “P.S.” 
on the Shelter Program [Mav 1962 P/A], 
I have to take issue with your group 
statement on at least two counts: First, 
I must accuse you of not being properly 
patriotic in your attitude toward Civil 
Defense. For a good patriot, you have 
certainly accepted far too many alarm- 
ing—one might say defeatist—facts in 
connection with atomic attack. The rest 
of us do not believe in building home 
shelters either, but at least we do not 
talk about our reasons as openly as you 
do. 

Secondly, and your editorial makes this 
quite clear, you are obviously not a 
practicing architect. From your ivory 
tower, you do not even realize that archi- 
tecture is just another business. And 
here you are worrying about a “pro- 
gram,” the question of “how to design 
a fall-out shelter," and so on. Of course 
shelters will not work: modern weapons 
are developed at a much faster rate than 
shelters could ever be built; but a lot of 
good, easy fees will be paid by the 
Government. And why let the engineers 
take the cream off the milk if we archi- 
tects can do the work after a week’s 
course by the Department of Defense? 
Your idealism sounds fine, but I would 
rather be a patriot. 

To get serious now: I have been aware 
of most of the negative aspects of this 
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deplorable “Shelter” Program, but it was 
up to the simple logic of the brilliant 
statement in the “P.S.” to show me, from 
my own professional viewpoint, that 
"planning for atomic destruction is an 
architectural absurdity.” 

I hope your courage and clarity of 
thought will be contagious. 


GOTTFRIED P. CSALA 
Wilkes-Barre, Pa. 


Dear Editor: Although I have been a 
constant reader of your fine publication 
for many years, I have never before felt 
the urge to express myself on anything 
appearing there. Not so, however, after 
reading your latest “P.S.” 

Your comments on the bomb, shelters, 
and peace express beautifully and suc- 
cinctly the sentiments held by me and 
many of my friends and acquaintances. 
It was refreshing and heartening to hear 
a voice such as yours speak out in cou- 
rageous, uncompromising tones, incisive 
in its logic, for the unborn generations 
and for humanity. Keep up the good 
work and count me among your most 
ardent supporters. 

I have noticed, too, that your editorial 
comments and criticism have become 
more pointed. This, I think, is most ex- 
cellent. All too often, the fear of offend- 
ing and the desire to avoid controversy 
results in criticism that does not criti- 
cize, but is instead an amorphous jelly 
of platitudes. As a consequence, the per- 
son whose work is criticized is bathed in 
a rosy hue of acceptance, or his work 
misses the mark and he never knows 
why. Without honest and meaningful 
criticism, mediocrity becomes the ac- 
cepted standard of excellence. Although 
I may disagree with you on occasion, I 
feel that you are performing a real ser- 
yice in exhorting our profession to high 
levels of achievement and to self-criti- 
cism. 

Thank you again for carrying the 
torch for us all. 


PHILIP DWORKIN 
Kew Gardens, N.Y. 


Dear Editor: I am sure that quite a 
number of architects, draftsmen, and 
specifications writers are grateful, as I 
am, for the statement on the Shelter Pro- 
gram. Some of us feel that we have been 
led by the nose in this shelter business. 

An architect is supposed to be guided 
by the human arithmetic of a situation. 
Clearly, we have passed the point of 
diminishing returns in “protection” of 
people against blast and fall-out. “Prac- 
tical” fellows are sketching hospitals 
with safe, active areas that may be used 
for “shelter” in an emergency. But does 
anybody have confidence in their think- 
ing? One architect said to me, “Ра hate 


to crawl out of such a place to bnd all 
my friends and relatives gone. What 
would there be to live for?" Stooges 
would say that this is a defeatist atti- 
tude: one should stay alive for one's 
country. Which country? Аз it is now? 
Аз it may become—a burnt-over waste- 
land? Let such stooges compete with 
camels, sidewinders, and tarantulas for 
their “patriotic” survival. Architects 
should countinue to think for their coun- 
try in the substantially human terms of 


your editorial. 
ALAN MATHER 
Detroit, Mich. 


Dear Editor: The “P.S.” on the Shelter 
Program prompts me to disagree with 
your statements as quoted herewith: (1) 
That “no architect is interested in 
designing and building for destruction," 
thus concluding that no architect is in- 
terested in shelters for survival. (2) 
That “various assumptions would have 
to be made” and that “no architectural 
advice is possible.” (3) You question 
«why we should even seriously con- 
sider fallout shelters on architectural 
terms,” and go on to state that we, as 
architects, cannot endorse spending “for 
the hope of mere survival in an impos- 
sible world instead of the prospect of im- 
proving man’s environment in a develop- 
ing world.” 

I wish to go on record as subscribing 
totally to the idea of utilizing our best 
architectural resouxces on planning for 
survival as well as for improving man’s 
environment in this so-called “impossible 
world.” The architect is concerned with 
man’s total environment, whether it be 
for his pleasures or his spiritual or physi- 
cal needs. He plans for the rich and the 
needy, the sick and those confined to 
mental and penal institutions. Many 
architects are at present devoting their 
talents to helping solve the problem of 
providing public shelters, not for destruc- 
tion as you have stated, but for the sur- 
vival of tens of millions of people. The 
architect is working effectively in co- 
operation with the Government agencies 
without fanfare or extravagance, by utili- 
zing spaces in existing structures and by 
planning economically feasible areas with 
dual uses in the new structures. 

I trust that if you and your loved 
ones should by necessity be fortunate 
enough to avail yourselves of one of these 
shelters, that you will take time out for 
an editorial on the foresight of our fel- 
low architects who are now planning the 
shelters, a project that may conceivably 
be the most important ever tackled by 
the architectural profession. 


ARTHUR DEIMEL 
Wilmette, Ill. 
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An installation of two Stallpack units with standard urinal screens of matching Ozark Grey Veined marble. 


Only marble is so durable 
Only Stallpack is so easy to specify 


Stallpack gives you the unique durability of 
solid marble partitions precut to standard size, 
predrilled ready to assemble, and offered in a 
package unit complete with door and chrome 
plated rustproof hardware. These package units 
are ready to be shipped immediately. 

All you do is indicate water closets 2' 10" on 
centers on your drawings, then specify Stallpack. 
With that one easy specification you give the 
toilet rooms of your building the lasting beauty 
and trouble-free durability that cannot be had 
with any material but marble. 

Stallpack marble partitions will not rust or 
deteriorate. They will never need refurbishing. 
Washing with mild soap and water is all it 


takes to keep Stallpack marble partitions in per- 
fect, shining condition. Imagine the savings in 
upkeep expense over the life of a building! 

These remarkable partitions are easy to keep 
clean because they are solid marble. Flush con- 
struction with solid marble leaves no inacces- 
sible hollow places around the base of the stiles 
to breed germs and retain odors. 

Stallpack partitions are made of fine Ozark 
Grey Veined marble. This lustrous light grey 
marble blends beautifully with any color scheme, 
stays beautiful as long as your building stands! 

Write today for specifications, detail draw- 
ings, and prices. Address Stallpack, Dept. P, 
Cartbage Marble Corp., Box 718, Cartbage, Mo. 


150 IMPORTED AND DOMESTIC MARBLES KEPT IN STOCK FOR CUSTOM MARBLE SERVICE 


CARTHAGE MARBLE CORPORATION am 


BOOK REVIEWS 


AFTER THE FACT 


Landscape 
Architecture 
TWENTY YEARS E" | 


BY JAMES C. ROSE 

LANDSCAPE ARCHITECTURE: THE SHAPING 
or Max's NATURAL ENVIRONMENT, by 
John Ormsbee Simonds. Published by 
Е. W. Dodge Corp., 119 ІР. 40 St., New 
York 18, N. Y. (1961, 244 pp., illus., 
$12.75). Reviewer is a pioneering land- 
scape architect, part of the small group 
responsible for the revelutien in land- 


scape design discussed below. 


With its many virtues, and even with its 
several faults, there is no question in my 
mind that, if Landscape Architecture: 
The Shaping of Man's Natural Environ- 
ment had been written—as it might have 
been—in the carly 1940's, while the land- 
scape revolution at Harvard was still in 
progress, it would have been an act of 
faith, of insight, and of heroism. Even 
now, if it were presented as a digest of 
landscape theory since the revolution, it 
would be a valuable document, and, poten- 
tially, a scholarly one. But coming as it 
does—in the early 1960’s in the form of 
a crusade—its virtues must be judged in 
the light of their “posture” after the lapse 
of twenty years. 

Simonds points out over and over again 
—in so many words, and in so many other 
ways—how he slowly acquired his wisdom 
at the feet of philosophers and artists, and 
from his seeing eye, as he traveled twice 
around the world in search of truth. He 
has at long last come to the conclusion 
that the humanized landscape is designed, 
not of things, but for human experience; 
this is not as a climactic incident, or 
series of incidents, but as a process, like 
growth, within the immutable laws of na- 
ture; conflict and desecration come be- 
cause most men go about it so badly that 
the lowly gopher puts them to shame when 
it comes to enlightened self-interest. 

This pleases me (although I no longer 
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share his faith in gophers) because it has 
a pleasant echo. As here paraphrased, it 
is a clear statement of the landscape tra- 
dition that has been evolving in this coun- 
try since the revolution at Harvard; and 
those of us who fought in the infantry of 
that revolution saw something new come 
into being—a very specific something— 
which could not have happened at any 
other time or in any other place: a new 
way of seeing the landscape was born. But 
Simonds, who at first resisted the revolu- 
tion and now embraces it, takes it on a 
pilgrimage of his own to practically every 
other time and every other place. As with 
so many converts, he endows his new vi- 
sion with a piety that is embarrassing to 
the founding order; he must find ancient 
sanction for his simplest theories and 
reach for inferences that may or may not 
be there. Somehow, it comes back to us 
looking very tired, indeed, and somewhat 
altered. 

It seems to me that Simonds started off 
on the right foot when, as he tells us in 
his foreword, the book began to evolve 
from a course in landscape that he offered 
to architectural students at Carnegie 
Tech. In time, the lecture notes were 
amplified with drawings and diagrams 
sketched into the margins until a book 
almost came into being. "Almost," says 
Simonds, “but not quite...so the material 
has been carefully reworked—pruned, 


grafted, and trained to a more attractive 
and useful form.” In view of the results 
of this topiary work, it is possible that 
Simonds made an error in not letting the 
book just happen. For most of us who have 
offered landscape courses to architectural 
students against the backdrop of the 
1940’s and 1950’s can easily sense the 
drama inherent in permitting the truth to 
reveal itself to receptive minds, rather 
than impounding  doctrines—however 
impressive the source may seem. 

But allowing the drama at his doorstep 
to unfold apparently did not satisfy the 
author. Instead, he literally “dramatizes” 
his material between a prologue (a para- 
ble about the wisdom of gophers and the 
stupidity of men), and an epilogue (a 
confession for having flowered so late in 
the field of planning). But flower he does 
in the "play" itself, which is composed of 
seven "acts" (chapters) and a "chorus" 
(marginal quotations) of no fewer than 
seventy voices, ranging from Aristotle to 
James Michener. АП this is brought thor- 
oughly up to date by the relatively xecent 
device of atmospheric photography, rang- 
ing in subject from a bee pollinating а 
flower to the spiral nebula in Ursa Major 
of outer space. 

It is easy to see how, in such a theater 
and such a setting, it would be difficult 
to present the ordinary drama of a class- 

Continued on page 168 


AUGUST 1962 P/A 


A Sense of Nature 


In their apartment house in Hamburg, the architects 
of Architekten-Arbeitsgemeinschaft create 

delight with an unusual form, use masonry to give 
to city dwellers a sense of nature in their 

urban life. For delightful form, enduring structure, 
harmony with man and nature: brick. 


Structural Clay Products Institute 
1520 18th St., N. W. Washington, D.C. 


Continued from page 162 

room at Carnegie Tech. It is even easier 
to see how the chief protagonist could 
not be of less than heroic proportions and 
oracular in intonation, capable of slaying 
all the dragons—or at least frightening 
them away. “Conquer nature! [says Sim- 
onds] How can we conquer nature? We 
are—blood, bone, fibre, and soul—a very 
part of nature. We are spawned of nature, 
rooted in nature, nourished by nature. Our 
every heartbeat, every neutral impulse and 
every thought wave, our every act and 
effort is governed by nature’s all-pervad- 
ing, all-embracing law. Conquer nature! 
We are but the fleeting traces of life in 
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nature’s eternal process of evolving life 
and growth. Conquer nature! Far better 
..." and so on. 

Simonds quite wisely, I think, reserves 
this high-pitched rhetoric for the more 
menacing dragons, and in other places 
conspicuously suits the word to the action, 
passing easily from rollicking abandon in 
describing an amusement park to the 
hushed tones of the funexal parlor in dis- 
cusing cemetery design. I do regret, how- 
ever, that he finds it necessary to become 
quite so fundamental under “Fundamen- 
tals,” where he discusses the nature of 
man, the nature of nature, the nature of 
beauty (he is very sure what beauty is). 
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But he hits his stride when he reaches 
“Site,” and we are sailing smoothly be- 
tween Japanese philosophers and a bevy 
of word-pictures. Simonds is great for 
word pictures: “. . . from ferny ledge to 
fallen tree," and *. . . ablaze with high 
color or muted in pastel twilight," and 
“... emerging from half light of lacy 
tunnel,” and more, much more. Norman 
Rockwell might be Jooking at Picasso. 

I do not particularly wish to dwell on 
points of style in a book with such an 
imposing title. But Simonds is a stylist, 
and, if I read the script correctly, the pre- 
sentation is intended as an object lesson 
to illustrate the marriage of style and con- 
tent—a ceremony that is accomplished 
with considerable dexterity. For instance, 
Simonds’ main design thesis is that the 
humanized landscape is best conceived as 
а volume of space, like a cube, having a 
ground surface, sides, and a top, which 
he calls the Base Plane, the Verticals, 
and the Overhead Plane. He does not 
claim to have gleaned this concept di- 
rectly from Japanese philosophers, al- 
though he does say it is one “the orientals 
have long understood." But in leading up 
to it, Simonds does something, which, I 
think, most creative workers try to avoid 
—that is, “finalizing” form meaning be- 
fore it comes into being on its own spe- 
cific conditions. Thus, he is very certain 
that high vaulted forms (reminiscent of 
Gothic, as drawn, with a cross inserted to 
make his point) intrinsically inspire “sub- 
lime spiritual awe," that low ceilings are 
for “rock ’n roll" (and similar vulgari- 
ties), and that lofty peaks are for “соп- 
templation." 

Along the same lines, Simonds has a 
great deal to say about “induced reac- 
tions.” Again, he starts with a thoroughly 
sound premise—that if you can drive peo- 
ple insane in a properly designed torture 
chamber (or an improperly designed 
city), the converse is also true—that en- 
vironmental design can be of therapeutic 
value. He then proceeds to give his own 
formulae for inducing relaxation, gaiety, 
dynamic action, sensuous love, pleasure, 
and so on. The recipe for inducing sensu- 
ous love reads like this: "Complete pri- 
vacy. Inward orientation of room. Subject 
the focal point. Intimate scale. Low ceil- 
ings. Horizontal planes. Fluid lines. Soft 
rounded forms. Juxtaposition of angles 
and curves. Delicate fabrics. Voluptuous 
and yielding surfaces. Exotic elements 
and scents. Soft rosy pink to golden light. 
Pulsating, titillating music." 

Obviously, we come from different vil- 
lages (we like ours with а view, and not 
quite so pink, either); but with continu- 

Continued on page 170 
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ing universality, to say nothing of versa- 
tility, Simonds guides us through the rest 
of his world. Each description—from Pa- 
risian white-aproned garcons to Kubla 
Kahn’s march to the temple—illustrates 
а moral of some kind; but I liked best the 
tale of “The Court of the Concubine,” 
back in West Peking, which Simonds uses 
to show how “the skilled planner, by spa- 
tial manipulation, can play upon the hu- 
man emotions . . . as the musician does 


with harp, flute, and drum." Tt seems that 
the kindly prince had a favorite concubine, 
imported from Szechwan province (which 


is as wide and open as Colorado), who 
became particularly recalcitrant when 
confined to a stuffy courtyard. The kindly 
prince, wishing to please her, set his space- 
manipulating planners to work. They em- 
ployed every device for faking perspec- 
tive known to man, but they did not stop 
there. They used suggestion (“the sound 
of trickling water . .. was meant to lead 
her eye to a cool and shadowy recess where 
a teakwood bench was placed") ; symbol- 
ism (“а curiously contorted ‘mountain 
stone’ rose serenely from a bed of moss”) ; 
and even literature (by way of a slyly 
placed inscription which read, “Above 
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the green plains of Szechwan the clouds 
rest lightly on the lofty peaks"). In this 
way she could be among her mountains 
again, as Simonds points out, "in her 
thoughts." 

On the surface, this seems to prove 
pretty conclusively that a concubine just 
can't be too careful of wily old princes, but 
I wonder if the deeper meaning that Sim- 
onds has in mind for us isn't that we, too, 
can be made to feel *at home" with the 
proper illusory manipulation of our en- 
vironment and thinking. But at this point 
in the proceedings, I confess that I was 
not too sure of my own reactions—whether 
they were being "induced" or not—for I 
had lost all sense of time and place. I 
noticed that Pythagoras was sitting close 
by, and I began marshalling my thoughts 
about illusion and reality. I could tell that 
he was anxious to involve me in a long dis- 
cusion about whether illusion or reality 
was the greater virtue or whether they 
were one and the same thing. From past 
experience, I know him to be an obtuse 
and long-winded fellow, and thinking to 
throw him off by changing the subject, I 
spoke first. “Pythagoras,” I said, “what- 
ever became of those students at Carnegie 
Tech?" His expression was one of con- 
sternation, but his answer escaped me be- 
cause Simonds was shouting from center 
stage, “Space Modulation! We in America 
have yet to learn the meaning of the words. 
But we will learn it in the crowded years 
ahead, for indeed we must; and we will 
develop it, without a doubt, to new heights 
of artistry.” This sudden mention of 
America brought me abruptly back to 
Madison Avenue during a clairvoyant mo- 
ment in the 1930's when it briefly gave 
the illusion of reality by seeing through 
its own magic with the slogan, "It's fun 
to be fooled, but it's more fun to know." 
Before I knew it, I was right back at the 
Harvard scene where this all started, and 
I couldn't help noting, on the way, how 
difficult it is to sustain illusion for any 
length of time—whether in a book or in 
the environment or just in the innocent 
reverie of manipulating time and place in 
one's own thoughts. 

But what difference does it make, really, 
which method we use in theorizing about 
the landscape? None will claim any but 
the highest motives; all are heir to the 
tricky distortions of illusion; any can 
claim that *experience" is being designed. 
Perhaps the real difference lies in what 
we mean by “experience.” I had always 
fancied that “experience” meant the redis- 
covery of some basic truth in nature; that 
the “method” was simply a way of reveal- 
ing that truth, especially from the point 

Continued on page 174 
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Architect with experience on college and 
university buildings. Eastern Pennsylvania 
office. This Architect will head up and 
direct all work in this category for large 
office doing work in Pennsylvania, Maryland, 
Virginia, Delaware and West Virginia. Write 
Box #426, PROGRESSIVE ARCHITECTURE. 


ARCHITECT—Permanent position open for 
Architect or Senior Draftsman with well- 
rounded training and experience. Salary range 
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West Virginia. 
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churches, office buildings, banks and res- 
idences. Applicant must be well qualified 
in preliminary drawings, working drawings, 
field inspection and be able to take charge 
of drafting room. Prefer man 28 to 38 years 
old, with a minimum of five years experi- 
ence. Top starting salary and possible profit 
sharing plan for the man who qualifies. 
Send complete resume, availability and 
starting salary desired. Box #429, Pro- 
GRESSIVE ARCHITECTURE. 


Project MANAGER—Graduate architect or 
engineer, preferably with advanced degrees, 
thoroughly experienced in design and con- 
struction of all types of buildings for indus- 
try and government. Assignment requires 
proven administrator with polished profes- 
sional skills to direct every phase of consult- 
ing service with established firm. Salary open. 
Desired age range 30-40. Moving expenses 
paid. All replies will be acknowledged and 
treated in confidence. Send complete resume 
to Box #430, PROGRESSIVE ARCHITECTURE. 
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counting words, your complete address (any 
address) counts as five words, a box number 
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100 words. Check or money order should 
accompany advertisement and be mailed to 
Jobs and Men, c/o Progressive Architecture. 
430 Park Avenue, New York 22, 3 
Insertions will be accepted not later than the 
ist of the month preceding month of publi- 
cation. Box number replies should be ad- 
dressed as noted above with the box number 
placed in lower left hand corner of envelope. 
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week, to introduce high quality line of alum- 
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income. Openings in most major cities. Blum- 
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STRUCTURAL ENGINEER—College graduate, 
experienced in designing building frames and 
foundations. Send resume, salary expected, 
references, availability to Snyder and Troxel, 
Consulting Engineers, 300 Denison Building, 
Syracuse, New York. 


STRUCTURAL ENGINEER (P.E.)— Minimum 
of 10 years experience, including indeter- 
minate analysis building frames & founda- 
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ARCHITECTURAL DESIGNER—B. Arch. Co- 
lumbia. Various awards. Part registration 
completed New York. 7 years experience 
all phases of architectural and structural 
work both sides of Atlantic. American, age 
28, married. Client relations, design, carry- 
ing job to completion. Presently in Europe, 
returning soon. Speaks Russian, Yugoslav, 
German. Box #432, PROGRESSIVE ARCHI- 
‘TECTURE. 


ARCHITECTURAL DESIGN TRAINEE—29 years 
of age. Offers education and interest in De- 
sign, Rendering, Drafting or related oppor- 
tunity. Christmas, Tel 201-PI 4-8639 or 
write Box #433, PROGRESSIVE ARCHITECTURE. 


CONSTRUCTION ENGINEER—P.E., 20 years 
broad experience with contractors as supt., 
estimator, project manager. Structural back- 
ground, M.C.E. Top notch building con- 
struction man, field & office, for architectural 
office or construction dept., etc. New York 
City area. Box #434. PROGRESSIVE ARCHI- 
TECTURE. 
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ciate with large Ohio commercial and indus- 
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DESIGNER—Want free-lance jobs. 11 years 
experience in architectural design, drafting, 


detailing. Write Box #436, PROGRESSIVE 
ARCHITECTURE. 


REPRESENTATIVE—Having had over 15 years 
of experience in the architectural field and in 
building construction, I would desire a posi- 
tion with a building materials company, as 
either an inside or outside representative. 
Would also consider working in California. 
Box £435, PROGRESSIVE ARCHITECTURE. 


SEEKING To COMBINE PracticE—Architect 
presently sole owner of an active, medium 
size, suburban, New York City office. Firm 
has completed a number of outstanding 
institutional & public buildings. Interest and 
abilities lean toward the design and technical 
phases of Architecture. Interested in merg- 
ing with another firm of similar size and 
type where the abilities & interests of the 
principals are in the areas of client contact 
and administration. Box #437, PROGRESSIVE 
ARCHITECTURE. 


SENIOR STRUCTURAL ENGINEER— With thor- 
ough supervisory experience with leading 
engineering and construction firms. Large in- 
dustrials, power plants, waterfront structures. 
dams, airfields, bridges, etc. Excellent esti- 
mator and spec. writer. Sound client contact 
and negotiating experience. Desire position 
with architectural, consulting or industrial 
firm. Box #438, PROGRESSIVE ARCHITECTURE. 


STRUCTURAL ENGINEER—Registered in Penn- 
sylvania, New Jersey and New York, 20 
years diversified experience, desires partner- 
ship with a progressive Architect or Archi- 
tects engaged in contemporary design. Vicinity 
of Philadelphia. Am now in private consult- 
ing practice. Engineer, Box #272, Kimberton, 
Pa. 


STRUCTURAL ENGINEER—34, M.S. degree, 
P.E. Ohio. Eleven years diversified experience 
includes client contact, estimating, super- 
vising preparation of drawings and specifica- 
tions and construction supervision. Desire 
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tectural or consulting engineering firm. 
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The 2400 Series 


General Office 
Design 


Lasting solid metal accessories provide 
uniformity throughout a large office. Avail- 
able in Satin Aluminum, and Brass. 
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252 DUK-IT BUILDING * BUFFALO 10, NEW YORK 
For more information, turn to Reader Service card, circle No. 359 


Write for designers catalog of urns, floor stands, 
planters in metal, wood. 


For every installation needing 
strength and rigidity... 


ELAFLOR 


FREE-ACCESS FLOORING 
There are several types available 
. . . from the top they generally 
look the same. Underneath, it's a 
different story. Visit an installa- 
tion of any brand, lift а panel, 
rock a pedestal. You'll see the dif- 
ference between ELAFLOR and 
the others. But, you can save lots 
of time by referring to our litera- 
ture . . . the facts. and drawings 
are all there. 


LISKEY AM rT UMINUM, INC. 
Friendship International Airport, Box 
506, Glen Burnie, Md.; Canadian Rep.— 
Cameron Windows (Aluminum) Ltd., 
142 Kennedy Rd. S., Brampton, Ontario 


For more information, turn to Reader Service card, circle No. 354 
187 
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This imaginative and practical installation of 
Armstrong Tessera Vinyl Corlon flooring is on 
a stairway at the American Society for Metals 
Building, Metals Park, Ohio—architect John 
Terence Kelly, A.1.A. The tough, flexible sheet 
vinyl material is wrapped completely around 
the stair treads and installed on the tops and 
undersides of the landings. Versatile as well 
as decorative, Tessera was used in offices, 
hallways, the cafeteria, and other areas 
throughout the building. 


Technical Data on Tessera: uses: heavy- 
duty commercial and de luxe residential in- 
teriors, above, on, or below grade; grease 
and alkali resistance: excellent; dimensions: 
.090" gauge in rolls 6 ft. wide and lengths up 
to 90 ft.; stylings: colored vinyl chips set in 
translucent vinyl in monochromatic and mul- 
ticolor designs, 20 colorings. Style 86532 
pictured at right. 


TESSERA DESCENDING A STAIRCASE 


TESSERA AND CORLON® ARE TRADEMARKS OF ARMSTRONG CORK COMPANY 


The Armstrong Architect-Builder Consultant in your 
area can help you solve any flooring problems you 
encounter. He will provide you with samples and’ 
specifications and, if you desire, will get you the 
assistance of technical, design, and 


him at your Armstrong District Office. iz = | 
Or write Armstrong, 308 Watson St, %, 

" ©, М 
Lancaster, Pennsylvania. ^AL | e» 


(Armstrong FLOORS 


